2009 Introduction 


The Survey of Occupational Injuries and Illnesses is a Federal/State program in which employer report forms are collected 
from private and public industry employers. State agencies collect and process the survey data and prepare estimates 
using standardized procedures established by the Bureau of Labor Statistics (BLS), U.S. Department of Labor to insure 
uniformity and consistency between states. The Survey of Occupational Injuries and Illnesses measures nonfatal injuries 
and illnesses only. The survey excludes the self-employed, farms with fewer than 11 employees, private households, and 
Federal government agencies. The Missouri Department of Labor and Industrial Relations, Research and Analysis Section, 
in cooperation with the BLS, processes survey reports from approximately 5,400 private industry establishments annually. 


National public sector estimates covering nearly 19 million State and local government workers were available for the first 
time from the Survey of Occupational Injuries and Illnesses for the reference year 2008. Data were collected from State 
and local government establishments in all States in order to produce national public sector estimates. 


The Occupational Safety and Health Act of 1970 implemented regulations requiring most private industry employers to 
maintain records and prepare reports on work-related injuries and illnesses. The BLS was given the responsibility to 
develop a comprehensive statistical system for work-related injuries, illnesses, and deaths in private industry. In 1972, the 
BLS, in cooperation with many state governments, designed an annual survey to estimate the number and frequency of 
work-related injuries and illnesses by detailed industry for the Nation and for States participating in the survey. The 
survey information is valuable to the safety community to assist with allocating prevention resources. 


In 1992, the survey information on nonfatal incidents involving days away from work was expanded to describe the 
occupation and other demographic information of workers who incur the work-related injuries and illnesses, the nature of 
the conditions and how they occurred, and the time away from work. The survey reports incidence rates of injury and 
illness cases that allow for comparison among industries and establishments of varying sizes. Measures of injuries and 
illnesses are expressed as a constant to allow for a common statistical base across industries regardless of employment 
size of establishment. The rates are useful to evaluate the safety performance of a particular industry over time or to 
compare an industry's safety record between states. 


Industry Classification 


The Survey of Occupational Injuries and Illnesses uses the North American Industry Classification System (NAICS) to 
classify businesses by industry type. The NAICS recognizes hundreds of new businesses in the United States economy, 
especially in the service-providing sector. NAICS classifies establishments into a detailed industry based on the production 
processes and provided services. 


The goods-producing sectors consist of the following industry sectors: agriculture, forestry, fishing, and hunting (NAICS 
sector 11); mining (NAICS sector 21); construction (NAICS sector 23); and manufacturing (NAICS sector 31-33). The 
service-providing sectors include the following industry sectors: wholesale trade (NAICS sector 42); retail trade (NAICS 
sector 44-45); transportation and warehousing (NAICS sector 48-49); utilities (NAICS sector 22); information (NAICS 
sector 51); finance and insurance (NAICS sector 52); real estate and rental and leasing (NAICS sector 53); professional, 
scientific, and technical services (NAICS sector 54); management of companies and enterprises (NAICS sector 55); 
administrative and support and waste management and remediation services (NAICS sector 56); educational services 
(NAICS sector 61); health care and social assistance (NAICS sector 62); arts, entertainment, and recreation (NAICS sector 
71); accommodation and food services (NAICS sector 72); other services (except public administration) (NAICS sector 81); 
and public administration (NAICS sector 92), 


The BLS grouped related sectors into major industry sectors to help standardize the industry aggregations above the 
NAICS level. There are three goods-producing major industry sectors. Natural resources and mining is the aggregate of 
sector 11 (agriculture, forestry, fishing, and hunting) and sector 21 (mining). Construction is the aggregate of sector 23 
(construction). Manufacturing is the aggregate for sector 31-33 (manufacturing). There are eight service-providing major 
industry sectors. Trade, transportation, and utilities is the aggregate for sector 42 (wholesale trade), sector 44-45 (retail 
trade), sector 48-49 (transportation and warehousing), and sector 22 (utilities). Information is the aggregate for sector 51 
(information). Financial activities is the aggregate for sector 52 (finance and insurance) and sector 53 (real estate and 
rental and leasing). Professional and business services is the aggregate of sector 54 (professional, scientific, and technical 
services), sector 55 (management of companies and enterprises), and sector 56 (administrative and support and waste 
management and remediation services). Education and health services is the aggregate of sector 61 (educational 


services) and sector 62 (health care and social assistance). Leisure and hospitality is the aggregate for sector 71 (arts, 
entertainment, and recreation) and sector 72 (accommodation and food services). Other services is the aggregate for 
sector 81 (other services, except public administration). Public administration is the aggregate for sector 92 (public 
administration). The BLS has generated estimates of injuries and illnesses for many of the 2-, 3-, 4-, 5-, and 6-digit 
private sector industries as defined in the North American Industry Classification Manual, as well as for major industry 
sectors, total of all goods-producing sectors, and total of all service-providing sectors. 


The Mine Safety and Health Administration of the U.S. Department of Labor provides occupational injury and illness data 
for coal, metal, and nonmetal mining. This agency did not adopt the revised OSHA recordkeeping requirements effective 
January 1, 2002, so estimates for these industries are not comparable with estimates for other industries. The Federal 
Railroad Administration of the U.S. Department of Transportation provides data for rail transportation. 


Survey Records 


The incidence rates and numbers of injury and illness cases are based on logs and records kept by employers throughout 
the calendar year. Information from the logs is used by the survey to develop estimates of the numbers and incidence 
rates of nonfatal occupational injuries and illnesses. The BLS survey collects the number of hours worked to be used to 
determine industry and case characteristics incidence rates. The survey records reflect the year’s occupational injuries and 
illnesses as well as the employer’s comprehension of which cases are work related using the record-keeping guidelines of 
the U.S. Department of Labor. Changes in the level of economic activity, working conditions and work practices, worker 
experience and training, and the number of hours worked can have an effect on the number of injuries and illnesses 
reported in a given year. 


The BLS Survey of Occupational Injuries and Illnesses provides information on characteristics, such as occupations, age, 
sex, race, and length of service, of occupational injuries and illnesses involving days away from work. The survey also 
includes data concerning the circumstances of the injury or illness, including nature of the injury or illness, part of body 
affected, event or exposure, and primary and secondary sources of the injury or illness. 


Nonfatal Occupational Injuries and Illnesses 


Nonfatal occupational injuries are defined as involving one or more of the following: loss of consciousness, restriction of 
work or motion, transfer to another job, or medical treatment (other than first aid). An occupational injury is an injury, 
such as a cut, fracture, sprain, strain, amputation, etc., that results from a work event or from a single instantaneous 
exposure in the work environment. 


An occupational illness is defined as any abnormal condition or disorder, other than one resulting from an occupational 
injury, caused by exposure to factors associated with employment. Occupational illnesses include acute and chronic 
illnesses or diseases that may be caused by inhalation, absorption, ingestion, or direct contact. 


Cases with Days Away from Work, Job Transfer, or Restriction 


Cases with days away from work, job transfer, or restriction involved recuperation away from work, transfer to another job, 
restricted duties at work, or a combination of these actions. Other recordable cases did not result in time away from 
work. There are two types of cases with days away from work, job transfer or restriction. The first type requires at least 
one day away from work, with or without job transfer or restricted work activity. The second type requires only job 
transfer or restriction. Job transfer or restriction cases may involve shortened work hours, a temporary job change, or 
temporary restrictions on certain duties of a worker's regular job. Incidence rates denote the number of injuries and/or 
illnesses per a specified number of full-time workers. 


Survey Estimates 


The survey estimates for the characteristics of cases with days away from work are based on a scientifically selected 
probability sample instead of a census of the entire industry population. Industry establishments were selected to 
represent themselves and other establishments of the same industry and employment size that were not selected to 
participate in the survey for the reporting year. Selected establishments that were anticipated to have large numbers of 
days away from work cases were given instructions prior to the survey on how to sample the cases to minimize the burden 
of their response. 


A standard error is calculated to determine the precision of each injury and illness estimate. The standard error defines a 
confidence interval (range) around the estimate. The approximate 95 percent confidence interval is the estimate plus or 
minus two times the standard error. The standard error can be expressed as the relative standard error, or percent of the 
estimate. At the 95 percent confidence level, one can be 95 percent confident that the actual incidence rate falls within 
the confidence interval. 


Survey Users 


The survey can be used as an indicator of the magnitude of occupational safety and health problems. The statistics can 
help determine which industries need to improve safety programs and to assess the effectiveness of the Occupational 
Safety and Health Act in reducing work related injuries and illnesses. Labor and management can use the estimates 
obtained in the survey to evaluate safety programs. Other users include insurance carriers involved in workers’ 
compensation, industrial hygienists, manufacturers of safety equipment, researchers, and others concerned with job safety 
and health. 


Summary Data 


Summary data presents numbers and incidence rates of nonfatal occupational injuries and illnesses in Missouri industry. 
Data are presented for industries and industry sectors classified by NAICS codes. Numbers and incidence rates of 
occupational injuries and illnesses are presented for different types of cases. 

Incidence rates and numbers of occupational illnesses are presented by category of illness. The categories of illnesses 
are: total cases; skin disorders; respiratory conditions; poisonings; hearing loss; and all other illnesses. 


Incidence Rate Calculations 


The incidence rates represent the number of injuries and illnesses per 100 full-time workers and were calculated as: 
(N/EH) x 200,000 where 


N = number of injuries and illnesses 
EH = total hours worked by all employees during the calendar year 
200,000 = base for 100 equivalent full-time workers (working 40 hours per week, 50 weeks per year). 


The incidence rates are presented for total recordable cases; cases with days away from work, job transfer, or restriction; 
and other recordable cases. 

Incidence rates of nonfatal occupational illnesses represent the number of illnesses per 10,000 full-time workers and were 
calculated as: (N/EH) x 20,000,000 where 


N = number of illnesses 
EH = total hours worked by all employees during the calendar year 
20,000,000 = base for 10,000 equivalent full-time workers (working 40 hours per week, 50 weeks per year). 


Case and Demographic Data 


The most serious nonfatal occupational injury and illness cases involve lost work-time. One measure of the severity of lost 
work-time cases is the percent distribution. A second measure of the severity of lost work-time cases is the median 
number of lost workdays. The median days away from work designates the point at which half the cases involved more 
days and half the cases involved fewer days. 


Demographic information provides details of characteristics of the injured or ill worker. This information includes 
occupation, gender, age of worker, occupational group, length of service with employer at the time of the incident, and 
race or ethnic origin. Four case characteristics are used to describe each nonfatal occupational injury or illness. The 
nature of the injury or illness identifies the principal characteristics, or physical effects, of the injury or illness. The part of 
body affected is identified for the involved worker. The source of injury or illness identifies the object, substance, bodily 
motion, or exposure that directly produced or inflicted the injury or illness. The event or exposure describes the manner 
in which the injury or illness was produced or inflicted by the source of the injury or illness. 


Incidence Rate Calculations 


Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and were calculated as: (N/EH) 
x 20,000,000 where 

N = number of injuries and illnesses 

EH = total hours worked by all employees during calendar year 

20,000,000 = base for 10,000 equivalent full-time workers (working 40 hours per week, 50 weeks per year). 


2009 Summary Data 


All Industries 
e There were 83,600 nonfatal occupational injuries and illnesses in Missouri in 2009 in all industries, including state 
and local government. 
e The incidence rate for nonfatal occupational injuries and illnesses was 3.8. 


e The incidence rate of nonfatal occupational /njuries in all industries, including state and local government, for 
Missouri in 2009 was 3.6, unchanged from 2008. 


e The incidence rate of nonfatal occupational j/inesses for all industries, including state and local government, was 
23.2. The incidence rate for all industries for the all other illnesses category was 15.8 in 2009, a statistically 
significant increase over 2008. 


Private Industry 


e The incidence rate for private industry in Missouri for 2009 was 3.5 for nonfatal occupational injuries and illnesses. 
e There were 66,400 nonfatal occupational injuries and illnesses in Missouri private industry in 2009. 
e The incidence rate of nonfatal occupational injuries for Missouri private industry in 2009 was 3.3. 


e The incidence rate for nonfatal occupational i//nesses in Missouri private industry in 2009 was 22.4. The incidence 
rate of 2.8 for hearing loss was statistically significantly reduced in 2009 from 2008. The incidence rate of 15.7 for 
the all other illnesses category was an increase over 2008. 


e There were 4,200 nonfatal occupational i//ness cases in Missouri private industry in 2009; 69.0 percent, of these 
cases were in the all other illnesses category. 


Private Industry Good-Producing Sectors 


e Private industry goods-producing sectors had an incidence rate of 4.7 for nonfatal occupational injuries and 
illnesses. The incidence rate for the total goods-producing sector was statistically significantly reduced from 2008. 


e The incidence rate for nonfatal occupational injuries and illnesses for manufacturing was statistically significantly 
reduced in 2009 from 2008. 


e There were 18,100 nonfatal occupational injuries and illnesses in the total goods-producing sectors in Missouri 
private industry in 2009, statistically significantly reduced from 2008. 


e The goods-producing major industry sectors of natural resources and mining and manufacturing had statistically 
significantly fewer nonfatal occupational injuries and illnesses in 2009 than in 2008. 


e The goods-producing sectors of agriculture, forestry, fishing, and hunting (NAICS 11) and manufacturing (NAICS 31- 
33) had fewer nonfatal occupational injuries and illnesses in 2009 than in 2008. 


e The incidence rate of occupational injuries for private industry goods-producing sectors was 4.2, significantly 
reduced from 2008. 


e The incidence rate of occupational injuries for manufacturing in 2009 was statistically significantly reduced from 
2008. 


Private Industry Service-Providing Sectors 


e Private industry service-providing sectors had an incidence rate of 3.3 for nonfatal occupational injuries and illnesses 
in 2009. 


e The incidence rate for nonfatal occupational injuries and illnesses for the leisure and hospitality major industry sector 
was statistically significantly increased in 2009 from the 2008 rate. 

e The incidence rate for nonfatal occupational injuries and illnesses for accommodation and food services (NAICS 72) 
was statistically significantly increased in 2009 from the 2008 rate. 


There were 48,400 nonfatal occupational injuries and illnesses in the private industry service-providing sectors in 
Missouri in 2009. 


The private industry service-providing major industry sector trade, transportation, and utilities had statistically 
significantly fewer nonfatal occupational injuries and illnesses in 2009 than 2008. 


The leisure and hospitality major industry sector had more nonfatal occupational injuries and illnesses in 2009 than 
in 2008. 


The private industry service-providing sector accommodation and food services (NAICS 72) had significantly more 
nonfatal occupational injuries and illnesses in 2009 compared to 2008. 


The incidence rate of occupational injuries for private industry service-providing sectors was 3.1. 


The incidence rate of occupational injuries for the leisure and hospitality service-providing major industry sector was 
significantly increased in 2009 over 2008. 


The incidence rate of occupational injuries for accommodation and food services (NAICS 72) was significantly 
increased in 2009 over 2008. 


Government 


The incidence rate for nonfatal occupational injuries and illnesses for state and local government was 5.3 and the 
incidence rate for local government was 4.8 in 2009. 

There were 17,100 nonfatal occupational injuries and illnesses in state and local government. There were 11,000 
injuries and illnesses in local government. 

The incidence rate for nonfatal occupational injuries and illnesses for state government public administration was 
statistically significantly increased in 2009 over 2008. 

State government public administration had statistically significantly more nonfatal occupational injuries and illnesses 
in 2009 than in 2008. 

The incidence rate for nonfatal occupational injuries for state and local government was 5.0. The rate for local 
government was 4.5, 

There were 16,200 nonfatal occupational injuries in state and local government. There were 10,200 injuries in local 
government. 

The incidence rate for nonfatal occupational injuries for state government public administration was statistically 
significantly increased in 2009 over 2008. 

The number of nonfatal occupational injuries in state government public administration was increased in 2009 over 
2008. 


State and local government had an incidence rate of 28.0 for nonfatal occupational ilinesses. Local government had 
an incidence rate of 37.7 for occupational i/inesses. 





Chart 1. Incidence rates per 100 full-time workers for 
total nonfatal occupational injuries and illnesses, 
Missouri and All United States, 2003-2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


2003 2004 2005 2006 2007 2008 2009 
All United States Private Sector 5.0 4.8 4.6 4.4 4.2 3.9 3.6 
Missouri Private Sector 5.0 5.3 5.4 4.7 4.6 3.6 3.5 
Missouri Public Sector 5.2 5.3 





Chart 2. Incidence rates per 100 full-time workers for 
total nonfatal occupational injuries and illnesses by major industry sector, 
Missouri and All United States, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 3. Incidence rates per 100 full-time workers for 
total nonfatal occupational injuries and illnesses by major industry sector, 
Missouri, 2008 & 2009 


| I 
ALL INDUSTRIES 


Private industry 
Goods producing 
Natural resources and mining he 
Construction 
Manufacturing 
Service providing 
Trade, transportation, and utilities 
Information — 
Financial activities a 
Professional and business services 
Educational and health services 
Leisure and hospitality 
Other services 
STATE AND LOCAL GOVERNMENT 


0.0 1.0 2.0 3.0 4.0 5.0 6.0 7.0 8.0 
Incidence rates 


2009 m 2008 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


STATE AND LOCAL GOVERNMENT 
Other services 

Leisure and hospitality 

Educational and health services 
Professional and business services 
Financial activities 

Information 

Trade, transportation, and utilities 
Service providing 

Manufacturing 

Construction 

Natural resources and mining 
Goods producing 

Private industry 

ALL INDUSTRIES 


2008 2009 





Chart 4. Industries with the highest incidence rates 
of total nonfatal occupational injuries and illnesses, 
Missouri, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 5. Distribution of illnesses by category of illness, 
Missouri, all industries, 2009 
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* All other occupational illnesses may include other categories not shown separately. 
SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 6. Distribution of illnesses by category of illness, 
Missouri, private industry, 2009 


Poisoning 
2.4% 





* All other occupational illnesses may include other categories not shown separately. 
SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 7. Distribution of illnesses by category of illness, 
Missouri, state and local government, 2009 








* All other occupational illnesses may include other categories not shown separately. 
SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 8. Cases with days away from work, job transfer, or restriction 
incidence rates, injuries and illnesses, 
Missouri, private industry, 2003-2009 


3.0 


2.0 


e=@== Cases with days away 
from work, job 
transfer, or restriction 


e=@=— Cases with days 
away from work 


Incidence rates 
—_, 
oO 


i —_— —x . = @ © Cases with days of job 
-_ “em nite 
ent transfer, or restriction 
1.0 \ 
~~ ie 
™ =m9 
0.5 
0.0 
2003 2004 2005 2006 2007 2008 2009 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 9. Number of cases with days away from work, job transfer, or restriction, 
by case type and private major industry sectors, 
state government, and local government, 
Missouri, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 10. Incidence rates of Occupational Injuries and Illnesses 
by Ownership and Case Type, 
Missouri, 2009 
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* SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 11. Incidence rates of Occupational Injuries and Illnesses 
in Hospitals (NAICS 622) by Ownership and Case Type, Missouri, 2009 
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* SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Ownership TEI Pemp INIL TRC INIL CDART INIL CDAFW INIL CORC 
Local Govt 622000 19.1 8.3 1.7 0.6 6.7 
Private Ownership 622000 109.1 6.3 2.0 0.7 4.3 





Chart 12. Incidence rates of Occupational Injuries and Illnesses by Size class, 
Missouri, 2004-2009 
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* SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Size 1 Size 2 Size 3 Size 4 Size 5 


1-10 11-49 50-249 250-999 1000+ 

employee employee employee employee employee 
Year Ownership TEI Ss Ss Ss Ss Ss 
2004 50 000000 2.0 4.9 6.0 6.2 6.9 
2005 50 000000 2.6 4.9 6.7 5.6 6.3 
2006 50 000000 3.0 4.2 5.3 5.0 5.7 
2007 50 000000 2.0 4.3 5.7 4.8 5.0 
2008 50 000000 1.9 3.2 4.2 4.4 4.0 
2009 50 000000 1.9 3.2 4.4 3.7 4.0 


Table 1. Incidence rates' of nonfatal occupational injuries and illnesses by selected industries and case types, 2009 
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Construction .... 0.0. c cece eee eee eee eens 1.8 
Construction: of bUIIdINGS!..is.cc222 2822222 22282e2 0202.02.02 20Ree ere eee ee HES 1.1 
Heavy and Civil GAGINGSrING GONSTUCHON soca scacacecacacacacacacacacacacacacacacacaacacaacacaacasa ca eee ee 2.3 
specialty trade CONUACIONS 2 62nd cen eeenckan eee eeR ARR LLALLRARAD ESPERO APRA ARES 1.9 
MIANUTACUFING i a ERE R ERR DRED EEE 2.5 
Manufacturing ......... 0.0. cece eee eee eee eee 2.5 
Reed Manviacluning 385 5455545554554 Poe Sb ELS ESE ESSER Eee eee eeeeeeeaeeawes 1.7 
Apparel manufacturing (scope changed in 2009) ............. 0.0.0... eee eed 2.6 
Wood product manufacturing... 2.2.2.0... 0 cee eee eee 2.9 
Papert manuiatning scons ess se eee 9 GS ES 2.9 
Printing and related support activities .............. 0.00.00 cece 1.4 
See footnotes at end of table. 
Table 1. Incidence rates’ of nonfatal occupational injuries and illnesses by selected industries and case types, 2009 -- Continued 
Missouri 
Cases with days away from work, job 
2009 transfer, or restriction 
Average Total Other 


NAICS 


Industry” 


Chemical: manufacturing:. ajc vee ie oe dell ed el SA oi oss see ee es 
Plastics and rubber products manufacturing (Scope changed in 2009) 
Nonmetallic mineral product manufacturing.............. 00.0 c eee eee 
Primary metal manufacturing .........- 0.0 c eee eect tenet eee 
Fabricated metal product manufacturing................... 0.00.00 2 eee eee 
Machinery manufacturing (scope changed in 2009) .....................00.0000000-4 
Computer and electronic product manufacturing ............ 00 cece eee eee 
Electrical equipment, appliance, and component manufacturing............-.-.-.+2--/ 
Transportation equipment manufacturing (scope changed in 2009) .................... 
Miscellaneous manufacturing.............. 0.000002 ee 


DEIVICR-DFOVIGING 8 ene k eee eee ee ek wk wooo aint nase nasa nein nase neers 


Trade, transportation, and utilities? .. 2.0.0.0... cece eee eee cence 


Wholesale :trade:).... 2.2. reek eee ehh eh ee beet ee eee eee eee eee! 


Merchant wholesalers, durable goods .................0 00002 eee eee ee 
Merchant wholesalers, nondurable goods ............... 0.0.00. c eee eee eee 


Petal trade se. 2c. 2-2:2.32--2:-d bedded ded ded bedhead Rede Beke es Sead oa yaa tedte deg eded edd hekdeedeeataet ya hake k 


Wotor vehicle: and pants dealers tciwwsg eae eee eee eee eee eee re eee ee ede eda dd es cas 
Furniture and home fumishingS StOres. 2.6 24466664666666664666064066006400 040040044005 
Electronics and appliance stores .... 00.0... cect eet 
Building material and garden equipment and supplies dealers ................-.-02005 
Food.dind: beverage: stores:«.....00 200222 hak ae ek a Meee 
Health and personal care storeS ... 0... ttt eee ened 
GaSoline:stationSy, fuse) ee eee eee SPE Pe oe eA Mkiererneeee 

Clothing and clothing accessories StoreS .... 0.0... ccc tte 
Sporting goods, hobby, book, and music stores ............ 00.0: c eee eee eee eee 

General merchandise storeS ...........60 cece cece cette teen eee eee 

Nonstore: retailers: :c2scccacdervdrasage ss por eoE Peder dew eR Rea aaaaasenedeeee 


Transportation and warehousing’ KeiwnGn sana heteeeeaeeeeehee ee eeeeee weeee as 


See footnotes at end of table. 





Table 1. Incidence rates’ of nonfatal occupational injuries and illnesses by selected industries and case types, 2009 -- Continued 


Industry” 





, | 
Kode annua ; recordable Cases with Cases recordable 
employment cases Total days away with job cases 
(000's) rom wore transfer or 
restriction 
1.2 
2.4 
5.4 
3.1 
3.0 
2.5 
13 
1.9 
3.9 
2.2 
1,822.6 : ; . f 1.8 
527.4 : : ¢ ‘ 1.8 
122.5 : : . : 1.2 
60.1 : ; : . 1.4 
38.0 . ; : i 1.5 
306.7 : : : : 2.0 
36.4 : : : : 2.6 
8.0 : : . - 
8.7 : 1.0 
27.5 : : . ; 2.3 
45.0 : ‘ F : 21 
19.5 E 0.9 
24.9 . : : - 2.0 
23.2 : : : 1.2 
12.6 : ‘ . ; 1.0 
72.5 : ‘ . ; 1:7 
10.9 : : F : 4.4 
85.6 : . ; : 21 
Missouri 
Cases with days away from work, job 
2009 transfer, or restriction 
Average Total Other 
annual recordable Cases with Cases recordable 
employment’ cases with job cases 


days awa 
¥ y transfer or 


restriction 


(000's) 


from work® 


Rail transportation? . 0... cece cece ete ete e bebe tee b bebe eee teen ees 482 = 


STEEN TEINS ONTO 03, Bicsta.cs re estathva cs ch heheorm eon arora oem beer e a Ba bids Bik mpm ms Rep ey eBay 484 39.3 
Transit and ground passenger transportation............... 0.0.0.0. eee eee eee eed 485 8.4 
ouiiats anid MeSSeCNOels (chick eeedeedeedeeeeed deeded eee eG ya Gea eee ee RS 492 9.0 
Warehousing anid Storage ..s. xu aas ese ee eee 493 12.7 
Ut eSis 25sec eae Ge es eesstrestSshserestesSsesereeieseiaye MEERA LCR CER CONES OREN 22 12.6 
WHITES se ee eee eee ee eee ee adie eter a bbb EE Bibb RAE bs kbi bck toc 221 12.6 
TPYTORITIATIONN Gs Meee esas eat ata eat evn even en ane nein eee ee naa aN 61.9 
IMPOrMATION 05.550 505 45444444464444404444444644 Se eee ee ea 51 61.9 
Publishing industries (except Internet)................. 00.0000 eee eee eee 511 17.6 
Telecommunications (scope changed in 2009) .............. 0.0.00. .2 cece eee 517 22.0 
Data processing, hosting, and related services (scope changed in 2009)..............-. 518 10.9 
INaNClal Activities. jeer eve veyaavavevavesaveverarn aver OPO Shae nanamamana aaa 159.8 
FIMAMCE: ANG MSU ACO nsec esse secs aise caise ei ceiceeceeceeceta a ca eeataaaraara are 52 122.3 
Credit intermediation and related activities ................ 000.0. eee eee eee eee 522 57.4 
Insurance carriers and related activities .............0 0.0.00... cee eee 524 44.4 
Real estate and rental and leasing ............ 00.00 cece e eee eee eee eed 53 37.5 
Real estate (scope changed in 2009)...............0 0.00.02. 531 25.2 
Rental and leasing serviceS ..........-0 00 cece cece eet ttt 532 11.9 
Professional and business Services ..........0 000 c cece eee cece eee 331.9 
Professional, scientific, and technical ServiceS ............00 cece cece eee eee 54 130.5 
Management of companies and enterprises .............00 cece cece eee eee 55 62.6 


See footnotes at end of table. 


Table 1. Incidence rates’ of nonfatal occupational injuries and illnesses by selected industries and case types, 2009 -- Continued 


Missouri 


2009 
Average 


Industry” annual 


employment* 


(000's) 


Administrative and support and waste management and remediation services ... . 56 138.8 


Administrative and support services (scope changed in 2009) .....................0.. 561 133.0 
Waste management and remediation services ........ 2.0.0.0 cece eee 562 5.9 


Total 
recordable 
cases 





2.9 


2.7 
6.2 





Cases with days away from work, job 
transfer, or restriction 


0.8 


0.6 


Other 
recordable 
cases 


1.5 
2.5 


Education and health services ............ 0c e eee e ee eee teen eee eee 375.3 4.8 1.9 0.9 11 2.8 


Educational Services... 5 sss sss sssa esas ease eae aad 61 48.8 2.5 0.8 0.5 0.3 ee 
Health care and social assistance ............ 000 c eee eee eee eee 62 326.5 5.1 2.1 0.9 1.2 3.0 
Ambulatory healt care Senices.: Joona ae as oe pe die eheeheeeees 621 100.8 2.4 0.7 0.4 0.3 17 
HOspitalsicts.Waccwav ccdaeeeGaGaudaGGeaaGaGsGeeG eeGGG SOS0S 90 S555 4 00 FE 622 109.1 6.3 2.0 0.7 1.3 4.3 
Nursing and residential care facilities .............0..0. 000.0 c eee eee 623 70.4 7.3 44 1.6 2.8 2.9 
SOC ASSISTANCE 6: Gusaiaaiaisa Rates bana em ala RRA nee ee aie ee ekki ee eee kk eo 624 46.2 4.8 198 ees 0.3 20 
Leisure and hospitality ......... 0.0... ccc cece eee eee eee 280.0 4.2 1.2 0.7 0.4 3.0 

Arts, entertainment, and recreation ............0 2 cece eee eee eed 71 43.4 5.3 2.0 0.8 1.2 3.4 
Performing arts, spectator sports, and related industries ..............-.-0-0-0 eee eee’ 711 9.0 8.9 2.8 1.1 1.7 6.1 
Museums, historical sites, and similar institutions ........00.0.000..0.0 002 c cee eee 712 2.6 8.8 1.4 (2) 0.8 75 
Amusement, gambling, and recreation industries ..............0..0 0.0.00 .00 000200. 713 31.9 411 1.8 0.8 1.0 23 
Accommodation and food Services ......... 00.0 cece cece eee 72 236.5 4.0 1.0 0.7 0.3 3.0 
ACCOMMOCALION «20222 28a cee Se A aS 721 28.7 51 1.2 0.5 0.7 3.8 
Food services and drinking places .............. 0.00.2 eee 722 207.8 3.8 1.0 0.7 0.2 2.8 
Other:services. dans aaccananaananancaaannnan oon sone nee eee eT 86.3 3.3 1.6 1.0 0.6 1.7 
Other services, except public administration .............. 0.0 e eee eee eee 81 86.3 3.3 1.6 1.0 0.6 17 
Personal ane laundry Sonics: .'. .'a's'y'sta'a'aia'a sa-aleie als 'ale silubalangeaane we ee eee eee eH e Dhe 812 26.2 3.1 12 0.3 0.8 - 
Religious, grantmaking, civic, professional, and similar organizations .................. 813 22.7 3.2 1.4 0.6 0.8 1.8 
State and local government ...........0 000 cece eee tees 379.5 5.3 1.4 0.8 0.6 3.8 

State QOVEIMINGN 5 a5 C66 Kee RRA RE AERA AAD RADRADRARRAD ERR DA -- -- -- -- - -- 


See footnotes at end of table. 
Table 1. Incidence rates’ of nonfatal occupational injuries and illnesses by selected industries and case types, 2009 -- Continued 


Missouri 


Cases with days away from work, job 
transfer, or restriction 


2009 
Average Total Other 
Industry” annual recordable Cases recordable 


Cases with 
days away 
from work? 


employment* cases 
(000's) 


with job cases 
transfer or 
restriction 





Goods-producing®........... 000 c cece cece ence nec n cence etneeneeeens 6.8 6.7 0.4 0.4 (oy 6.3 
Constructlon)..é+cccceaceseseseecsse se sssee ees eeeneeee eee eeeeeeeees 6.8 6.7 0.4 0.4 (1) 6.3 


Construction ...... 0.060 eee eee eee eee e nee ennes 23 6.8 6.7 0.4 0.4 (95 6.3 


Heavy and civil engineering construction... .........00 0c cece eee eee e eee eee 237 6.8 6.7 0.4 0.4 ("°) 6.3 


SOrvicS-Providiig sacar ccica asc ae cae e eae ee eee eee EGER G aaa eee -- -- -- -- -- -- 

Public administration .........0. 0.00. c cece eee eee eee eee 45.0 4.9 1.4 0.5 0.8 3.5 
Public cdMiNniStation. sa sascaanaaeae cee c keke keke RR eR ides 92 45.0 4.9 1.4 0.5 0.8 3.5 
Justice, public order, and safety activities.............. 0.0.0. eee eee eee 922 18.6 6.5 2.2 0.8 1.4 4.3 
EgGal GOVEINMENE 6 6c ee Seed eee EEE E EEE ERR RNR NEN NNW OM 282.7 4.8 1.3 1.0 0.3 3.6 
Goods-producing®........... 000 c cece cence ence nec n cence een eeneneens 6.1 5.4 3.0 2.1 = = 
CONSTUCTION wi wie ee eee eee ek eae eee able a atta ea eee eae eae ea lala 6.1 5.4 3.0 2.1 = o* 
CONSTRUCTION Ss aoa 0 araraisiaraia araisrararaieiagiqaeqeeqeeeeeaseeae steed ed eee eda k aad 23 6.1 5.4 3.0 2.1 - “ 
Heavy and civil engineering construction: ... 2... eee ee eee 237 6.0 5.2 2.8 1.9 fe -- 
MeIVICR DIOVICING 6464444444444. 0400400400 400 ee eeeeaaeaaeaaees see's 276.6 4.8 t2 0.9 0.3 3.6 

Trade, transportation, and utilities’... 0.0... cece cee cece eee eee eee 13.6 7.8 1.5 1.0 0.5 6.3 
Transportation and warehousing’ ..............0cceceeeeeceeceeeeeeeeneeues 48-49 6.8 3.6 2.0 1.8 C2y 1.7 
Transit and ground passenger transportation............... 0.00... e eee eee eee 485 4.6 55 3.0 ef ( no ) 25 
Education and health services ........... 0000 c cece cece eee eee eee 188.3 4.7 1.0 0.7 0.3 3.7 


See footnotes at end of table. 
Table 1. Incidence rates’ of nonfatal occupational injuries and illnesses by selected industries and case types, 2009 -- Continued 


Missouri 


Cases with days away from work, job 
transfer, or restriction 


2009 
Average Total Other 
Industry” annual recordable Cases recordable 


Cases with 
days away 
from work® 


with job cases 
transfer or 
restriction 


employment* cases 
(000's) 





Educational services ......... 00.0 c cece cece eee eee eee 61 155.9 4.6 0.9 0.8 0.2 ae 
Ecucanond-Sevices:. | . ic cevedceccecceccedccecceccecceceaeacee ses eeeeeaeeeees 611 155.9 4.6 0.9 0.8 0.2 -- 
Health care and social assistance ............ ccc eects 62 32.4 5.3 1.3 0.6 0.7 4.0 
HOSPITALS :Sickeseies cccsdize dia dtdeattcec eecetaca Aidedacd a: dededed 2:2. a didusucshsustdiansusuayend anayananauenaansyseanaalayaed 622 19.1 8.3 17 0.6 11 6.7 
Nursing and residential care facilities ................. 0.000000 cee eee 623 4.2 4.7 2.6 2.1 -- 2A 


PUB lic AC imistrea tira ss xiao ia a fa ae pe ada ea a a a a ana ee erga egneginan tanned 54.9 4.6 1.8 1.5 0.3 2.8 





See footnotes at end of table. 


Table 1. Incidence rates’ of nonfatal occupational injuries and illnesses by selected industries and case types, 2009 -- Continued 


Missouri 


Industry” 


Public administration 


Justice, public order, and safety activities 


' Incidence rates represent the number of injuries and illnesses per 100 full-time workers and 
were calculated as: (N/EH) x 200,000 where 


N = number of injuries and illnesses 

EH = total hours worked by all employees during 
the calendar year 

200,000 = base for 100 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 


? Totals include data for industries not shown separately. 

3 North American Industry Classification System 2007 Edition 

“ Employment is expressed as an annual average and is derived primarily from the BLS-State 
Quarterly Census of Employment and Wages. 

° Days-away-from-work cases include those that result in days away from work with or 
without job transfer or restriction. 

® Excludes farms with fewer than 11 employees. 

” Data for mining (Sector 21 in the North American Industry Classification System -- United States, 
2007) include establishments not governed by the Mine Safety and Health Administration (MSHA) 
rules and reporting, such as those in oil and gas extraction and related support activities. Data for 
mining operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and 





Cases with days away from work, job 
transfer, or restriction 


2009 
Average Total Other 
| . 
annual ; recordable Cases with Cases recordable 
employment cases days away with job cases 
(000's) from WoHe transfer or 
restriction 
2.8 
3.4 


Health Administration, U.S. Department of Labor. Independent mining contractors are excluded from 
the coal, metal, and nonmetal mining industries. These data do not reflect the changes the Occupational 
Safety and Health Administration made to its recordkeeping requirements effective January 1, 2002; 
therefore estimates for these industries are not comparable to estimates in other industries. 

* Data for mining operators in this industry are provided to BLS by the Mine Safety and 
Health Administration, U.S. Department of Labor. Independent mining contractors are 
excluded. These data do not reflect the changes the Occupational Safety and Health Administration made 
to its recordkeeping requirements effective January 1, 2002; therefore estimates for these industries are not 
comparable to estimates in other industries. 

° Data for employers in rail transportation are provided to BLS by the Federal Railroad 
Administration, U.S. Department of Transportation. 

1° Data too small to be displayed. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 2. Numbers of nonfatal occupational injuries and illnesses by selected industries and case types, 2009 


(In thousands) 


Industry’ 


All industries including 


State and local government?............00eceeeseeee 

Private industry® SEAN RE RRR ACR ATRT ARTA RAR RR ena anata ane eee aricy 
Goods-producing®..............0ccec cece cence ene en eeeeaes 

Natural resources and mining’®..............00c0cceceeeeeeues 
Agriculture, forestry, fishing and hunting’ .................0..0000: 
Animal production (scope changed in 2009)°.......... 0c. cece eee eee 
Mining® ERE EOE Te Or eS eee eR Ie eee ee eee ay 
Mining (except oil and gas)’ ee ee ee eee 
CGRSTUCTION Wi. kidekiecekie lease lelace le laceeace ecmce ecmiecec mt a ala ala no a a 
CONSTFUCHION s cceaaqqaeaaeqaneeeeqaeaeeaqeeqeaeas seas ea aaa esas 
Construction of buildings ............. 0000 c cece eect ete 
Heavy and civil engineering construction ........... 0000 cece eee 
Specialty trade: Contractors x. 's eee Gia ele ele COG GOOG ale en 
ManUlaCtUNiOG i ciiiaia aaa aaa aaa AEE ENO ee oe eee 
ManUIeCluning i006 6646esaaiGGSGGGGGGGGGaas 964s ees eeseas 
Food taNUiAChUNAG icc iccticckstek cid teia ee cto ncie ence ee eae nc master ease eae 
Apparel manufacturing (scope changed in 2009) ......................0.. 
Wood product manufacturing..............0 0.000022 eee eee eee 


Paper Menuiacning oc.dy aveetAseedddsdesdssdsedadasedeiasasaaaas 
Printing and related support activities ............... 0000 c eee eee eee 


See footnotes at end of table. 


2009 
Average 
annual 
employment? 


2,618.6 


2,239.0 


416.4 


12.4 


7.8 


3.2 


4.7 


4.0 


Cases with days away from work, job 
transfer, or restriction 


Total 
recordable 
cases 


Cases 
with job 
transfer or 
restriction 


Cases with 
days away 
from work* 





Table 2. Numbers of nonfatal occupational injuries and illnesses by selected industries and case types, 2009 -- Continued 


(In thousands) 


2009 


Averane 


Cases with days away from work, job 





transfer, or restriction 


Total 


Other 
recordable 
cases 


48.5 


36.1 


Other 


Industry’ 


Chemical'manufacturing:. -j255 2 fede keds dele de dla A fs 
Plastics and rubber products manufacturing (Scope changed in 2009) 
Nonmetallic mineral product manufacturing.....................00. 
Primary metal manufacturing ...........- 0200 c eee ee eee eee eee 
Fabricated metal product manufacturing..................0..0..0.. 


Machinery manufacturing (Scope changed in 2009) 


Computer and electronic product manufacturing................-0-5 
Electrical equipment, appliance, and component manufacturing 
Transportation equipment manufacturing (scope changed in 2009) 
Miscellaneous manufacturing ............. 00.00. c eee eee 


Service-providing ....... 00.00. cece cece eee eee 


Trade, transportation, and utilities®................0.0000ee 


‘Wholesale trade: occas een en ee ne ne nee eee 


Merchant wholesalers, durable goods.................0..0-.0-00-. 
Merchant wholesalers, nondurable goods .................2..0-.0-. 


Fetal trades. 2.2.2-2:2-3)2-23-2g-2 ded geded ad od ded bed bed ded dead ohdotadadetateteates 


Motor vehicle and parts dealers ......... 0... c eee eee 
Furniture and home furnishings stores .....................000000. 
Electronics and appliance stores .......... 00. cece eee ee 
Building material and garden equipment and supplies dealers 
Food and beverage stores ........... 2... c cece 

Health and personal care storeS ... 1.0... ete eee 
Gasoline:stationS uk es ee eee ee eee ee ee ee 
Clothing and clothing accessories storeS ...........0 00 cece eee eee 
Sporting goods, hobby, book, and music stores ..............-.-.-4- 
General merchandise storeS ........ 0.000 cece tees 
Nonstore:retailers:;:c2scccacdeveeasagens vere dere de ere eee eee 


Transportation and warehousing’ ................00e0eeeeees 


See footnotes at end of table. 


enenes Peemerneeres 


code? annual 
employment® 


recordable 
cases 


1,822.6 


527.4 


122.5 


60.1 
38.0 


306.7 


36.4 
8.0 
8.7 

27.5 

45.0 

19.5 

24.9 

23.2 

12.6 

72.5 

10.9 


85.6 





Table 2. Numbers of nonfatal occupational injuries and illnesses by selected industries and case types, 2009 -- Continued 


(In thousands) 


Industry’ 


Missouri 


2009 
Average 
annual 
employment® 


Total 
recordable 
cases 





Cases with Cases recordable 
Total days away with job cases 
from work? transfer or 
ca restriction 





Cases with days away from work, job 
transfer, or restriction 


Other 
Cases recordable 
with job cases 

transfer or 

restriction 


Cases with 
days away 
from work* 


Rail transportation® 00. eee ce cee ence tee t eee e en eee ees 482 3 0.1 0.1 0.1 (°) (°) 





STEER UIA ONTO 20, Bits ct re Lcpaygscs oh eh chrom coon bros oes oro aoeae bias a Bia Bia Didi Bia my Been ay eae 484 39.3 1.8 0.8 0.6 0.2 0.9 
Transit and ground passenger transportation............... 0.00.00. eee eee eee eee 485 8.4 0.4 0.1 r 9) 0.1 0.3 
COutiats anid MeSSCNOelS 2 tisk eeedee eed eee eee eee eee 2G Ga eae a Gea ee 492 9.0 0.7 0.5 0.2 0.2 0.2 
Wareneusing anid Storage... soe xaciioeianieiior aii awa es ee ee eee eee 493 127 0.5 0.4 0.2 0.2 0.2 
Utils is 275 so cede Gace esestresereshssereresaseserereresesere WASP REAR R Eee Cee eee tas 22 12.6 0.7 0.3 0.1 0.2 0.4 
WHITES eee eee ee ee ee ee ee ee aie meteiid ebb bi BibvbiGie Gib bk Bibs ieee 221 12.6 0.7 0.3 0.1 0.2 0.4 
INfORMANON keene te ee pe eee eee eee e bebe eee ees 61.9 0.6 0.3 0.2 0.1 0.3 
ISPOFIMGUON 6 :4444444444424445444446444444464 ER DRE E OEE ROE DEE EE EE EE ESSE 51 61.9 0.6 0.3 0.2 0.1 0.3 
Publishing industries (except Internet)... 0.0.0.0... eee eee 511 17.6 0.1 (°) (°) ( 0.1 
Telecommunications (scope changed in 2009) .............0..0 0.00.02 c eee eee ee 517 22.0 0.3 0.2 0.1 0.1 0.1 
Data processing, hosting, and related services (scope changed in 2009)................ 518 10.9 0.1 Cy (°) (° (°) 
FURAN Bea U RAVEN Si ah ma a a ma Sa 159.8 1.3 0.6 0.3 0.4 0.7 
Finance and insurance .......... 020 cece e eee tent e eee eet eee eee 52 122.3 0.6 0.1 0.1 (9 0.4 
Credit intermediation and related activities ........ 0.00... 522 57.4 0.2 (°) - (2 0.1 
Insurance carriers and related activities ...... 2.2.6.0... 2. eee eee eee eee 524 44.4 0.4 0.1 0.1 ( 0.3 
Real estate and rental and leasing ............ 00. ccc cece eee eee eed 53 37.5 0.8 0.5 0.2 0.3 0.3 
Real estate (scope changed in 2009)...............0 0.00.00. eee eee 531 25.2 0.4 0.2 0.1 0.1 0.2 
Rental‘andiléasing:services:: ic icc..s 2 )ccsks crs ses EEE EE ee ER ga Ee ee eral ele Bad 532 11.9 0.4 0.3 (°) - 0.1 
Professional and business Services ..........0 000s c cece eee cece eee 331.9 5.4 2.5 1.2 1.3 2.9 
Professional, scientific, and technical services ...........0.0 eee e eee eee eee 54 130.5 1.4 0.5 0.2 0.9 
Management of companies and enterprises ............ 0000 e cece eee eee eee eee 55 62.6 0.9 0.6 0.2 0.3 0.4 


See footnotes at end of table. 
Table 2. Numbers of nonfatal occupational injuries and illnesses by selected industries and case types, 2009 -- Continued 


Missouri 
(In thousands) 


Cases with days away from work, job 
transfer, or restriction 





2009 
Average Total Other 
1 
Industry annual seas Cases with are seats 
ig days awa’ Wt 

employment fr js Ke! transfer or 

ome restriction 
Administrative and support and waste management and remediation services ... . 56 138.8 3.0 1.4 0.8 0.7 1.6 
Administrative and support services (scope changed in 2009) ..............-.-0-0-0ee 561 133.0 2.6 1.2 0.6 0.6 1.5 


Waste management and remediation services ............. 0.00.0 eee eee eee 562 5.9 0.4 0.2 0.2 0.1 0.2 


Education and health services ............ 0c e eee e ee eee teen eee eee 375.3 14.4 5.9 2.6 3.2 8.6 


Educational Services... 5 sss sss sssa esas ease eae aad 61 48.8 1.0 0.3 0.2 0.1 OF 
Health care and social assistance ............ 000 c eee eee eee eee 62 326.5 13.4 5.6 2.4 3.1 19 
Ambulatory healt care Senices.: Joona ae as oe pe die eheeheeeees 621 100.8 2.0 0.6 0.3 0.3 1.4 
HOspitalsicts.Waccwav ccdaeeeGaGaudaGGeaaGaGsGeeG eeGGG SOS0S 90 S555 4 00 FE 622 109.1 5.8 1.9 0.6 1.2 3.9 
Nursing and residential care facilities .............0..0. 000.0 c eee eee 623 70.4 41 2.5 0.9 1.5 1.6 
SOC ASSISTANCE 6: Gusaiaaiaisa Rates bana em ala RRA nee ee aie ee ekki ee eee kk eo 624 46.2 1.6 0.7 0.6 0.1 1.0 
Leisure and hospitality ......... 0.0... ccc cece eee eee eee 280.0 15 2.1 1.3 0.8 5.4 

Arts, entertainment, and recreation ............0 2 cece eee eee eed 71 43.4 1.4 0.5 0.2 0.3 0.9 
Performing arts, spectator sports, and related industries ..............-.-0-0-0 eee eee’ 711 9.0 0.4 0.1 0.1 0.1 0.3 
Museums, historical sites, and similar institutions ........00.0.000..0.0 002 c cee eee 712 2.6 0.2 Cy (°) Cy 0.1 
Amusement, gambling, and recreation industries ..............0..0 0.0.00 .00 000200. 713 31.9 0.8 0.4 0.2 0.2 0.4 
Accommodation and food Services ......... 00.0 cece cece eee 72 236.5 6.0 1.5 11 0.5 4.5 
ACCOMMOCALION «20222 28a cee Se A aS 721 28.7 1.1 0.3 0.1 0.1 0.8 
Food services and drinking places .............. 0.00.2 eee 722 207.8 5.0 1.3 0.9 0.3 3.7 
Other:services. dans aaccananaananancaaannnan oon sone nee eee eT 86.3 1.3 0.9 0.6 0.3 1.0 
Other services, except public administration .............. 0.0 e eee eee eee 81 86.3 1.9 0.9 0.6 0.3 1.0 
Personal ane laundry Sonics: .'. .'a's'y'sta'a'aia'a sa-aleie als 'ale silubalangeaane we ee eee eee eH e Dhe 812 26.2 0.6 0.2 0.1 0.2 - 
Religious, grantmaking, civic, professional, and similar organizations .................. 813 22.7 0.5 0.2 0.1 0.1 0.3 
State and local government ...........0 000 cece eee tees 379.5 17.1 4.7 eas 2.0 12.4 

State QOVEIMINGH 5 a5. 6 666d EREKRAD AAD RADRADRADRAD ORR DA -- -- -- -- -- -- 


See footnotes at end of table. 
Table 2. Numbers of nonfatal occupational injuries and illnesses by selected industries and case types, 2009 -- Continued 


Missouri 
(In thousands) 


Cases with days away from work, job 
transfer, or restriction 





200 
nee Total Other 
1 
Industry annial peels Cases with isatad brits 
3 days awa’ 

employment P ¥ ee transfer or 

fom won restriction 
Goods-producing® ..........cccccece cece eee eeeeeeeeeveeeeeeeeeueues 6.8 0.4 (9) (Ay (2) 0.4 
Construction ........ 0. ccc cece cece eee eee eee e eee eens 6.8 0.4 (°) (°) (°) 0.4 


COMSUUCHON i ieeccie cee ea editece ded dd ge 2ie alist iala late lslsdaieiaiaaalalelucialuealays 23 6.8 0.4 (°) (°) (7) 0.4 


Heavy and civil engineering construction ........ 0... c cece eee 237 6.8 0.4 Cy (°) (2) 0.4 


SOrvicS-Providiig cna ccc ccica nana nae eae eae ee ee eee eee eee eae eee -- -- -- -- -- -- 

Public SAMINISHATION 5..5.5:4:0.daadacsessea asia stase staat a eRe RRR RRR 45.0 2.2. 0.6 0.2 0.4 1.6 
Public SdMINIS(AtON. ws saa cease nace eck kkk kk ek ee einen ei ieee 92 45.0 2.2 0.6 0.2 0.4 1.6 
Justice, public order, and safety activities............... 0... eee eee eee eee 922 18.6 12 0.4 0.2 0.3 0.8 
LQGal GOVEINMENE ce ese e SSeS SENSE SEE SEE ER RNR R NRW WR GaGa nM 282.7 11.0 2.9 2.2 0.7 8.1 
Goods-producing?.......... 0.0 c cece cece cee e cece cence een e en eeneneens 6.1 0.3 0.2 0.1 = = 
CONSITUCTION ci cccik eke eee eee ee eee ee ete eee ee ele ea lea a 6.1 0.3 0.2 0.1 = - 
CONSTRUCTION Ss cca a eieiaisieiaraieraisaiaiardidigeaqqaqqeqeeeaeeee act ect aed aeeeiaadaad 23 6.1 0.3 0.2 0.1 - -- 
Heavy and civil engineering construction................ 0.00. eee 237 6.0 0.3 0.1 0.1 ee - 
MeIVICR DIOVICING 646444444440440400400440440n eee aeeaeeaeeaeeaseee's 276.6 10.7 2.8 2.1 0.7 8.0 

Trade, transportation, and utilities’ ...... 00.0... cee cece eee eee teens 13.6 1.0 0.2 0.1 0.1 0.8 
Transportation and warehousing’ ..............00c0ceeececeececceeeeeneeues 48-49 6.8 0.2 0.1 0.1 (°) 0.1 
Transit and ground passenger transportation.................. 0.00. e eee eee eee eee 485 4.6 0.2 0.1 0.1 ( 9 0.1 
Education and health services ............ 0c c eee e eee eee eee eee 188.3 6.7 1.4 1.0 0.4 5.3 


See footnotes at end of table. 
Table 2. Numbers of nonfatal occupational injuries and illnesses by selected industries and case types, 2009 -- Continued 


Missouri 
(In thousands) 


Cases with days away from work, job 
transfer, or restriction 


2009 





1 pice oo c ead 
Industry annual ee e Cases with saa ee i 
S days awa’ ae 

empoyment fr = o transfer or 

ome restriction 
Educational services .........0. cece cece cece eee ee eee eee eee eens 61 155.9 5.2 1.0 0.9 0.2 -- 
Educational-senices:.. 2s: ictetededecectececececeenecededeeee eee eee eee eee 611 155.9 5.2 1.0 0.9 0.2 -- 
Health care and social assistance ......... 000: e cece eee eee eee 62 32.4 1.5 0.4 0.2 0.2 1.1 
HOSP ticki dda dan ce cea deeded edd dd sdaddiddididadidddidaddadaaldaadasans 622 19.1 13 0.3 0.1 0.2 1.0 
Nursing and residential care facilities ................. 0.000000 cee eee 623 4.2 0.2 0.1 0.1 -- 0.1 


PUB lic AC imistrea tira ss xiao ia a fa ae pe ada ea a a a a ana ee erga egneginan tanned 54.9 2.4 1.0 0.8 0.2 1.5 





See footnotes at end of table. 


Table 2. Numbers of nonfatal occupational injuries and illnesses by selected industries and case types, 2009 -- Continued 


Missouri 


(In thousands) 


Industry’ 


Public-administration::: iekeeeeckucakacekakekeeeee tees ea es eh eniebiecni atlas 


Justice, public order, and safety activities ......... 0... ccc ee 


‘ Totals include data for industries not shown separately. 

2 North American Industry Classification System -- United States, 2007 Edition 

% Employment is expressed as an annual average and is derived primarily from the BLS-State 
Quarterly Census of Employment and Wages. 

* Days-away-from-work cases include those that result in days away from work with or 
without job transfer or restriction. 

5 Excludes farms with fewer than 11 employees. 

® Data for mining (Sector 21 in the North American Industry Classification System -- United States, 
2007) include establishments not governed by the Mine Safety and Health Administration (MSHA) 
rules and reporting, such as those in oil and gas extraction and related support activities. Data for mining 
operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health 
Administration, U.S. Department of Labor. Independent mining contractors are excluded from the 
coal, metal, and nonmetal mining industries. These data do not reflect the changes the Occupational 
Safety and Health Administration made to its recordkeeping requirements effective January 1, 
2002; therefore estimates for these industries are not comparable to estimates in other industries. 





Cases with days away from work, job 
transfer, or restriction 


2009 
Average aa é sie ; 
annual ee : Cases with fear sats . e 
° days awa tad 

ven fr ‘ a transfer or 

omne restriction 
1.5 
1.0 


’ Data for mining operators in this industry are provided to BLS by the Mine Safety and Health 
Administration, U.S. Department of Labor. Independent mining contractors are excluded. 
These data do not reflect the changes the Occupational Safety and Health Administration 
made to its recordkeeping requirements effective January 1, 2002; therefore estimates for 
these industries are not comparable to estimates in other industries. 

® Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, 
U.S. Department of Transportation. 

° Data too small to be displayed. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 3. Incidence rates' of nonfatal occupational injuries and illnesses by industry sector and employment size, 2009 


Missouri 


All 
establishments 


Industry sector” 


All industries including State and local government ...............00 eee eee 
Private industry’ .........0. ccc cece cece eee e eee eee eeeeseseeeeeeeeeaed 
Goods-producing®..........0.c cece cece e cece cece eeeeeseeeseeeeeneees 
Natural resources and mining’. ...........0.0cec cece eee ee eee eee 
Aariculture, forestry, fishing and hunting’. ............0.eceeeeaee 
MinINd iscdnnononns andnanenamannnonsaransreratanorercenenence 


Manufacturing .........0 20 cee cece eens 
Service-providing ......... 20.0 cece eee tenet eens 
Trade, transportation, and utilities’ .........0 00sec cece eee eee eee 
Wholesale trade... 0.0... 0c cece eee eee eee 
Retail trade::.3:.ss0.siccadtaadtatadacadiididdbiadadadsdadedeaed 
Transportation and warehousing’. ...........000ceceeeseeeeeeees 
Utilities 0... eee eee eee eee 
Information ......... 0.6 e een 
Financial activities ........ 0.060 
Finance and insurance ............00 ee ee ee eee ene eee 
Real estate and rental and leasing .............0 000 c cee e eee eee 
Professional and business serviceS .........-.020eee cece eee ene eee 
Professional, scientific, and technical services 
Management of companies and enterprises .............+.+2+0005 
Administrative and support and waste 
management and remediation services ...........0.02eeeeeeees 
Education and health services ............000e cece ee eee eee eee 
Educational services .........00 cece cece eee ee teen eens 
Health care and social assistance ......... 0.00 e eee eee eee eee 
Leisure and hospitality ......... 0.0... cee cece eee eee 
Arts, entertainment, and recreation ..............0e cece eee eens 
Accommodation and food serviceS .........-2020e cece eee eens 
Other SErviCeS oocccc ceeceee reece ee ee PERO een e een eee eee eee 
Other services, except public administration .............0.000005 
State and local government .......... 000. c cece eee eee eee 
State government .......... 00. cece eee 
Leal GOVEDNINGIG 696 956.6.55.455.55555 5 99 FFE EIGIIGR EEC CE CCE CCC CCOOCE CE 


' Incidence rates represent the number of injuries and illnesses per 100 full-time workers and were 


calculated as: (N/EH) x 200,000 where 


N = number of injuries and illnesses 
EH = total hours worked by all employees during the calendar year 
200,000 = base for 100 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 

? North American Industry Classification System Manual, 2007 Edition 

3 Excludes farms with fewer than 11 employees. 

* Data for mining (Sector 21 in the North American Industry Classification System Manual, 2007 
edition) include establishments not governed by the Mine Safety and Health Administration (MSHA) 
rules and reporting, such as those in oil and gas extraction and related support activities. Data for 
mining operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and 
Health Administration, U.S. Department of Labor. Independent mining contractors are excluded 





Establishment employment size (workers) 


11 to 49 50 to 249 250 to 999 1,000 or more 


from the coal, metal, and nonmetal mining industries. These data do not reflect the changes 
OSHA made to its recordkeeping requirements effective January 1, 2002; therefore 
estimates for these industries are not comparable to estimates in other industries. 

° Data for employers in railroad transportation are provided to BLS by the Federal 
Railroad Administration, U.S. Department of Transportation. 

® Data too small to be displayed. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 4. Incidence rates’ and numbers of nonfatal occupational injuries by selected industries, 2009 


Missouri 


2009 
Bvelage Numbers 
Industry” annual Incidence rates’ (000's) 
employment’ 
(000's) 
All industries including 
State and local government?............000cececeeeeeeceeeeees 2,618.6 : 78.5 
Private Industty’:4 3's s:dcice doelldelelc dele delet 3 vee s a oeteeennnee 2,239.0 ; 62.2 
Goods-producing® ...........0.0cccccc eee ce cece eneeeeeeesnseseeeeaes 416.4 . 16.3 
Natural resources and mining™®..............0c0ceceeeeceeeeeeeeeeeenes 12.4 . 0.5 
Agriculture, forestry, fishing and hunting? ............0..ececeeeeeeeeeeeeeees 78 E 0.4 
Animal production (scope changed in 2009)°. 0.2... 0. ccc cece eee e eens 3.2 : 0.3 
MINING attics dis cd RS Re ORaR RDA RA RR GAORADECAS RSL OGRE REARS ORAS 47 . 0.2 
Mining (except oil and gas)’. 0.2... eee eee eee eee nent een eeeees 4.0 : 0.1 
EAST CTI a saith hich aii iil i tp at gh gh a gk kk ko a 4.6 
CONSUUCHON. < 25 1aS cee CSCC eee CROSSE SEES ERSAA ADA DNARNARNA RUA RNR DEAT OMT 4.6 
Construction: of bUIIdINGS:'s:s.2.0222c020cencnnnnnaananacanesaee ner epee ea eee ats 0.5 
Heavy and Civil GAGINGSFNG GOMSTUCHOM coca. scacucecacacecacacecacateSala tae a aac ances ese bea 0.5 
specialty trade Contractors. 2.2.2c228.ckn ee neeeee a HEALER EERE LE RARER ELAR AEA EA ES 3.6 
BARUTTA CRIA i EAE EEE EASE BEB EB be 11.2 
MANUTAClUIING | ieci esc e ieee aaa EE ESE EEEEEEEESEESEE SEES 11.2 
Food anviacluning 05 54255.554466 $64 i54 E5558 5 5b Gb eee saesaesaesaeeaesaensa 1.9 
Apparel manufacturing (scope changed in 2009) ................... 0... eee eed 0.1 
Wood product manulactringd soc a05 av added So odo ode SSeS ORE REE EAA AAA a a 0.4 
Pabet Manuiatinning scons os oes A duos 69S GG EE EE ee ea EE 0.4 
Printing and related support activities .............. 0.000002 eee eee 0.4 





See footnotes at end of table. 
Table 4. Incidence rates’ and numbers of nonfatal occupational injuries by selected industries, 2009 -- Continued 





Missouri 
2009 
Average 
Industry* ae At Incidence rates’ Mumba's 
° code® 4 (000's) 
employment 


(NNN'e\ 


Chemical manufacturing 
Plastics and rubber products manufacturing (scope changed in 2009) 
Nonmetallic mineral product manufacturing 
Primary metal manufacturing 
Fabricated metal product manufacturing 
Machinery manufacturing (Scope changed in 2009) 
Computer and electronic product manufacturing 
Electrical equipment, appliance, and component manufacturing 
Transportation equipment manufacturing (scope changed in 2009) 
Miscellaneous manufacturing 


Service-providing 


Trade, transportation, and utilities® 


Wholesale trade 


Merchant wholesalers, durable goods 
Merchant wholesalers, nondurable goods 


Motor vehicle and parts dealers 
Furniture and home furnishings stores 
Electronics and appliance stores 
Building material and garden equipment and supplies dealers 
Food and beverage stores 
Health and personal care stores 
Gasoline stations 
Clothing and clothing accessories stores 
Sporting goods, hobby, book, and music stores 
General merchandise stores 
Nonstore retailers 


Transportation and warehousing® 


See footnotes at end of table. 
Table 4. Incidence rates’ and numbers of nonfatal occupational injuries by selected industries, 2009 -- Continued 


Rail transportation® 

Truck transportation 
Transit and ground passenger transportation 
Couriers and messengers 
Warehousing and storage 


Missouri 





482 
484 
485 
492 
493 


\yyy oy 


8.8 
7.5 
31.0 
28.2 
6.9 
12.0 
38.3 
9.3 


1,822.6 


527.4 
122.5 


60.1 
38.0 


306.7 


36.4 
8.0 
8.7 

27.5 

45.0 

19.5 

24.9 

23.2 

12.6 

72.5 

10.9 


85.6 


2009 
Average 


annual Incidence rates' 
employment* 
(000's) 





1.6 
41 
6.9 
9.6 
41 


0.5 
0.7 
0.7 
0.4 
1.3 
1.2 
0.1 
0.4 
1.6 
0.3 


45.9 


16.7 


3.1 


1.5 
1.4 


8.8 


1.3 
0.2 
0.1 
1.4 
11 
0.1 
0.6 
0.2 
0.2 
2.6 
0.5 


4.1 


0.1 
1.7 
0.3 
0.7 
0.5 


UtHITIOS ye re ee ee Ao see ee es elt eee 
WHIITSS Ysa, aeiieindeaege anaes ances ale ana Un Ra tne esaena ong ong oe eased ag aoa ee eos eee 
Information ........ 00. ccc nee eee 

i kel dyes] | eee Se eae gear ee RO RO RAI ROOT ROBT ROR Ma HN AON ARNESON AOA WA OO SORA 
Publishing industries (except Internet) .............. 0.00.00. eee 
Telecommunications (scope changed in 2009) ................0 0.0.00. 2 eee eee 
Data processing, hosting, and related services (scope changed in 2009) 
Financial activities: a3 sec ccecea anes eae stn ene eee anenee ee eeeeeadaaee 


FINANCE :ANG INSUE ACE ness sae aia aaa aac ia tee ee te 


Credit intermediation and related activities .......... 0.0... eects 
Insurance carriers and related activities .......... 00.0... ccc eee ee 


Real estate and rental and leasing ............ 00.0. c eee e eee ened 


Real estate (scope changed in 2009) ............ 0c cece eee cette eee need 
Rental and leasing serviceS .............0 0c e eee eet 


Professional and business services ..........2020e cece eee eee eee eed 
Professional, scientific, and technical ServiceS ............00 cece eee eee 


Management of companies and enterprises .........-.0.0eee cece renee eens 





See footnotes at end of table. 
Table 4. Incidence rates’ and numbers of nonfatal occupational injuries by selected industries, 2009 -- Continued 





Missouri 
2009 
pNernoe Numbers 
inauistry? annual Incidence rates' (00's) 
employment* 
(000's) 

Administrative and support and waste management and remediation services ... . 56 138.8 2.7 2.8 
Administrative and support services (scope changed in 2009) ........................ 561 133.0 20 2.4 
Waste management and remediation services ............. 0.0000 eee eee eee 562 5.9 5.7 0.4 

Education and health services .......... 0.00 c eee e eee eee eee ene eee 375.3 4.4 13.3 

Educational services .........0 cece cece cece eee ee eee eee eens 61 48.8 2.4 1.0 


Health care and social assistance ......... 000: e eee eee eee eee eee 62 326.5 4.7 12.3 


Ambulatory health care services ......... 0.0.0 cece ttt 
1 (0 f=) 2]] &-| ene nen cena iter rine ie nt rie Bo ce ae ae oo SRR eA 
Nursing and residential care facilities .......... 00.00. c eee ed 
Social assistane:: ci: c2 seca s eae eae sea a GEE EERE REM EM EM eaememamamaa 
Leisure and hospitality ccccccccccccs sees eee eeeeeeee ccs keskeekeekeneee we 
Arts, entertainment, and recreation .......... 2... c eee eed 
Performing arts, spectator sports, and related industries ...............0-0-.0-e eee eel 
Museums, historical sites, and similar institutions ................0.....0..0.00.000. 
Amusement, gambling, and recreation industries .............. 200: cece eee eee 


Accommodation and food Services .........000s cece eee 


ACCOMMODATION a sere scscctbet ec etttahde thet tedehadedededcdedsdedsdadatedsdeasneametn acs aca eace ea uneauncene tea 
Food services and drinking places ...... 6.2.0.0... bee 


Other services ....... 0.0 cece eee eee eee eee eee eed 
Other services, except public administration ...........000 cece eee eee eee 


Personal and laundry SeNIG6S iicsvecwe ee rsey sees eae ee eye se ese ee aed e ed eaaaG 
Religious, grantmaking, civic, professional, and similar organizations 


State and local government.........-.0.0e cece cece eee eee eee 


State: GovernMeNnt:..2nwowew ea ee ee ae ga ne nae ai rete te het Ge ada te ada Ata 





See footnotes at end of table. 
Table 4. Incidence rates’ and numbers of nonfatal occupational injuries by selected industries, 2009 -- Continued 


Missouri 





2009 
fee? Numbers 
Industry? annual Incidence rates' (00's) 
employment* 

(000's) 
Goods-producing® ........... 000 eee e cece cece cece eect a eeeteteenenes 6.8 6.5 0.4 
CONnSthuctiOnesscnnsnsnynene nee ne ne ngewe AWA WA WWW lel Nee 6.8 6.5 0.4 
ICONS TRUCHI ON ait Efe atertaseracstarar acer acer nracey seas suey suey ceavacararauatues tame lack fare dace esata ae fa ae aca dapafanete 23 6.8 6.5 0.4 
Heavy and civil engineering construction............... 0.0.0. eee eee 237 6.8 6.5 0.4 
SOViCe-DIOvidiN”G « .n602460 6050S ESTEE 0844544954 4544544454454 55% -- -- -- 
Public-administration:: 23:2 eee ee eo oo om ob tnee lea reraneranenvedurenuvenuvecnyecarend 45.0 4.8 2.2 


Public eiministration a co: a eee eee ete ate ete nee ene eat asinine gin clnsinesinesiacesinesiavestasesar ese 92 45.0 4.8 2.2 


Justice, public order, and safety activities ......... 0.0.0 ett 
Local. gOVEMnMON 3 aici cia a ee eerie aid 
Goods-produclng? ss s.cceeeee eee eee ee teeaeeeeeeeeedeuder eee yedee 
OTA ER SUTIN aaah ahh ME 
Const UCHON s 4 socecnaccc nee aN aan a A AAA MAR RARRARRREReReeeees 
Heavy and civil engineering construction ......... 00.0: c eects 
SEViCe HIOVIGING 6 666c6scistesissadsisdaddadadsa esses 8854858 TREEESS 
Trade, transportation, and utilities® 
Transportation and warehousing® dea favanaartiar aavae: auesauaea ua ana anaramrannra nanan REGS acm 
Transit and ground passenger transportation 
Education and health services ........... 0000 cece eee eee eee 
See footnotes at end of table. 
Table 4. Incidence rates’ and numbers of nonfatal occupational injuries by selected industries, 2009 -- Continued 


Missouri 


2009 


Average 
Industry? annual 
employment* 
(000's) 


Educational:servicesiisci. cc cscs etree ed ededead oceieeceeeceaed 
Educational: Senices 22.0.3... eee eee ee hen we eee eee ee ee naeee aged ed ed ede e eg ee 
Health care and social assistance ......... 000: e cece eee eee 


HOSpItalS is sceg cigee Fa areet eee Be eee aa ait atte deat alisha al et aha atta eh eee ea 
Nursing and residential care facilities .......... 0.0... c ceed 


Public administration .........0.0 00 e eens 


See footnotes at end of table. 
Table 4. Incidence rates’ and numbers of nonfatal occupational injuries by selected industries, 2009 -- Continued 


Missouri 


2009 


Incidence rates’ 





Numbers 
(000's) 








Averane 


NAICS 
code® 


Industry” 


Public administration ... 2.2.2... 000 e ee eee eee nee eee 


Justice, public order, and safety activities 


' Incidence rates represent the number of injuries per 100 full-time workers and were calculated as: 
(N/EH) x 200,000 where 


N = number of injuries 
EH = total hours worked by all employees during the calendar year 
200,000 = base for 100 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 


? Totals include data for industries not shown separately. 

3 North American Industry Classification System 2007 Edition 

4 Employment is expressed as an annual average and is derived primarily from the BLS-State Quarterly 
Census of Employment and Wages. 

° Excludes farms with fewer than 11 employees. 

5 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and 
reporting, such as those in oil and gas extraction and related support activities. Data for mining operators in 
coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. 





pemermere res 


Numbers 
annual Incidence rates' (000's) 
4 
employment 
(000's) 
2.1 
1.2 


Department of Labor. Independent mining contractors are excluded from the coal, metal, and 
nonmetal mining industries. These data do not reflect the changes the Occupational Safety and Health 
Administration made to its recordkeeping requirements effective January 1, 2002; therefore estimates 
for these industries are not comparable to estimates in other industries. 

’ Data for mining operators in this industry are provided to BLS by the Mine Safety and Health 
Administration, U.S. Department of Labor. Independent mining contractors are excluded. These data 
do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 
requirements effective January 1, 2002; therefore estimates for these industries are not comparable to 
estimates in other industries. 

® Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, 
U.S. Department of Transportation. 

* Data too small to be displayed. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 

SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 5. Incidence rates’ and numbers of nonfatal occupational illnesses by industry sector and category of illness, 2009 


Total Skin 
cases disorders 


Missouri 


Industry sector” 





Incidence rates per 10,000 full-time workers! 





All industries including State and local government ................005. 
Private. indUStIV innican eee ec ehedacdde eeenad ene nan sacrmmemeeete 
Goods-producina®..........0. cece ccc eee cece eee eeeeeeeeeeeeaee 
Natural resources and minina®’.............0.0ceeeeeeeeeeeeed 


Aariculture. forestry, fishing and hunting’. ................005 


Manutacturing iis /eie eae eee ee ae aa 
Service-providing ..........0 2c eee eee ee eee” 
Trade, transportation, and utilities’... 2.0.0.0... 0.0. cece eee eee 
Wholesale trade? 2220. 2ccdteedeiedddd ene ieen ener eens 
Rotallitrad6:.cscscccceccecteeene vc tee ha hheeeheneceneae« 
Transportation and warehousina®................s0eeeeeeees 
Utilities 5S ae taoss Bose Rese Oa aicinicinsinciowwisteieteielaeltlels/afead 
IA TORMARION 4: oseee le asevecevacevecevecavevavelave, cvavbval cveiata leva tras sCajayayapavepavepaveyasiect 
Financial activities .......... 0.0 c eee eee eee 
Finance and insurance ..........0.00es eee e eee e eens 
Real estate and rental and leasing ...............00e0eeeeeee 
Professional and business serviceS ...........020eee eee ee eeeee 
Professional, scientific, and technical services 
Management of companies and enterprises.............+.+++ 
Administrative and support and waste 
management and remediation services ...........+.+2+2005 
Education and health services ............000seeee eee eee eeee 
Educational services .........0.0 cece eee eee eee eee eens 
Health care and social assistance ............000 eee eens 
Leisure and hospitality.......... 00... c cece eee eee eee 
Arts, entertainment, and recreation ..............00ee seen aee 
Accommodation and food services ...........+20eee eee eens 
Other serviceS .......... 00 cece eee eee eee eee 
Other services, except public administration................. 
State and local government ............. 00 cece cece eee eee 
Stale GOVEMINGN S fad ck hc dda dcdddd dada aad eae A OMA OARS Caw eM 
Local GOVErnIN@NE: .34544444554445445 240545 2405 Bate 








' Incidence rates represent the number of illnesses per 10,000 full-time workers and were calculated as: 
(N/EH) x 20,000,000 where: 


N = number of illnesses 
EH = total hours worked by all employees during the calendar year 
20,000,000 = base for 10,000 equivalent full-time workers (working 40 hours per week, 50 weeks per year). 


* North American Industry Classification System Manual, 2007 Edition 

° Excludes farms with fewer than 11 employees. 

* Data for mining (Sector 21 in the North American Industry Classification System Manual, 2007 edition) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, such as those 
in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and nonmetal mining 
are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. Independent mining 
contractors are excluded from the coal, metal, and nonmetal mining industries. These data do not reflect the changes 
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OSHA made to its recordkeeping requirements effective January 1, 2002; therefore estimates 
for these industries are not comparable to estimates in other industries. 
° Data for employers in railroad transportation are provided to BLS by the Federal Railroad 


Administration, U.S. Department of Transportation. 
® Data too small to be displayed. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2009 


Missouri 


Cases with days away from work, job 
transfer, or restriction 


2009 
Average Total Other 
Industry” annual recordable Cases recordable 


Cases with 
with job cases 


transfer or 
restriction 


employment* cases 
(000's) 


days away 
from work® 


All industries including 








State and local government® sb il aha fun “aan (wn C uta“ Cao dn (wn Sui Caitai‘n “as “0“a%e “a 2,618.6 : : f e 2.2 
Private: industry's 65 dose ve ee RAK oa eee 2,239.0 : : : : 1.9 
Goods-producing® .............0ccc ccc ece cece cece eens eeeseseseeneaes 416.4 ; . . . 2.3 
Natural resources and mining®” ..............0ccceccececececeeeeeeenes 12.4 . : : ; 2.5 
Agriculture, forestry, fishing and hunting®..............0cccceeceeeeeeeeeeeeee 78 : . : . 3.3 
Animal production (scope changed in 2009)°... 00... 0.00. c cece eee eee tence eee ey 3.2 : ; : : 5.9 
MING ett bho E SS SESS FOOSE OSS LOLOL AERA AAAS ed 1.4 
Mining (except oil and gas)®.. 2... ce cence eee te eee e eee eeeeee : : ‘ ; 5 1.4 
Coal inmitainig? siesta es 
Metal Ore: (iMiNGe se oat atetettettelra nit ntatainlelntaleladae lata afer ramen AAA maamaiaalncts : : : (25 
Nonmetallic mineral mining and quarrying? ............ 0. ccc ec eeceeeseeeeeeeed : : : : f 1.4 
CONStFUCTION s ciceiccusemeamuniee cet tn ale nN eRe Ree we ae . ; : i 1.8 
Construction .... 0.0. ccc eee eee ee eee : : : : 1.8 
Construction of buildings ............. 000 c cece cece tenets ‘ ; : : 1.1 
Residential building construction... .......... 00. cece eect eee : : : ; 0.9 
Nonresidential building Construction iccc0scccwsseadwaaeadeatdiivauw aed d eee ae : . : : 1.3 
Heavy ahd Civil GGINGGRING CONSTTUCHON 1.0: aaa ia aaa a aa aaa a acacia acacia acacia aaa OE Oe AA : ; : : 2.3 
Utility System CONSNUCHON: ) 2202200 ce ecddid diode eb eiseeeeee eee : : : 2.5 
Highway, street, and bridge construction. .................0 0.000000 0c eee eee : : : ‘ ; 3.0 
Specially trade contrachors ss cee reg ee err ee ong er eu 04 CYC ELELU ONES ENSUE DEE : : : : 1.9 
Foundation, structure, and building exterior contractors ...................00.0000. : : ; : 1.9 
Poured concrete foundation and structure contractors 1.4 
PPPSLIV TG COTA CIOS oe sa eidesec eb eieitc est ead etn deideatcavaeatcavaeatcavavacavavacavar teacencde’ ; : 4 f 2.2 
See footnotes at end of table. 
Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2009 -- Continued 
Missouri 
Cases with days away from work, job 
2009 transfer, or restriction 
Average Total Other 


NAICS 





Industry” sae annual P recordable Cases with Cases recordable 
employment cases Total days away with job cases 
(000's) rom wore transfer or 
restriction 
Roofing contractors'a¢. sac cnnac Se RaReRC Ree Teie esi ieeieieiiie iii: : : é ‘ -- 
Building equipment contractors .... 0.2.0.0... ce eee : : : : 1.9 
Plumbing, heating, and air-conditioning contractors ...................00.0000. : : : i 2.7 
Other building equipment contractors ............0..0 0.0.2 : : ‘ : 1.3 
Building Tinishiig: COMmactors S x5 ss. nex5-5 555555555 555555 oes asearnasannanas : : : : : 1.6 
Drywall and insulation contractors ..........6 000 c eee cette eee : f : : -- 
Til@YANCitenazZ 0 COMMACIONS hene et ha aaa nena A ARA ROOM Min ulenedtit4 ‘ ("°) 
Finish carpentry contraptions... <n <sseeseceeceeeeeceeeeeee ue tes eee eee eee ka San é : : H -- 
Other specialty trade contractors... 00.0... cece eed -- 
Site preparation contractors .... 2.2.0... ccc teeta ; . : f 0.9 
All other specialty trade contractors ............ 0.00.00. ‘ : : -- 
WANTS CUTIE a kd RARE RAR ADAGE EERO ES ED ie : : : : . 2.5 
MaNUIACIUIING + .244644444444444444464444444444424495446446444644464444446444 31-33 : : ’ : : 28 
POO tS FEACIUNING se 6.56 545556545-545-54544544544654455 45 kek eee eee eee ene ean 311 : : . F ; 1.7 
Animal food manufacturing .......... 06. c cect tte eee eee 3111 : : : 0.6 
Grain and oilseed milling. ..... 6.0.00. 6 eee eee 3112 : : : : : 2.3 
Dalry PrOGUck Triatiifaetiaririg) xu: wi w:wiw ater www w www www www www ww www Ws 244 244 a eee 3115 : : : : : 2.0 
Animal slaughtering and processing............ 0.00.0 c cece 3116 : : : : ‘ 1.9 
Bakeries and tortilla manufacturing ............ 060 e cece eee 3118 : ; : “ : 1.2 
Bread and bakery product manufacturing...............0..0 0.000000 0- 2 eee 31181 : ‘ ; 3 : 1.0 
Commercial bakeries... 2.222222 22 224 ve ee eee eee eee 2 RR RE RREREERRER RESO ERS 311812 ; : ; : : 1.0 
Cookie, cracker, and pasta manufacturing .............0..0..0 000-0000 0 200004 31182 : Z ; 1.5 
Apparel manufacturing (scope changed in 2009) ................ 0... ceed 315 : : : j ; 2.6 
Wood product: manutacturingss« ch. occ ncnce arcana aati 321 : . : : ; 2.9 
Other wood produchmianuractuing a cs Wee eee eee ee ee 3219 : ; : : : 4.2 
Paper Mamuiacturing). <2 sesiecnieccuc veneietecaniedetenehanensomngueneumated at dia ed Cea ee 322 : : : i : 2.9 
Printing and related support activities ..... 0.0.0.0... cee eect eee 323 : : : : f 1.4 
CHOMmICal NANA GRIING: <0 ee 06 0282S P EON OOOOOIIO NEES 325 : : : : : 1.2 
Basic chemical manufacturing: «2.4 042044 4284444448 ek eee ee Keo eenesneseee cd 3251 : ‘ : i 2.1 
Pharmaceutical and medicine manufacturing............... 0.00. e eee eee eee 3254 : . : E F 0.6 
Paint, coating, and adhesive manufacturing .............. 0.00.0 cece eee eee 3255 : : : ; -- 
Soap, cleaning compound, and toilet preparation manufacturing 3256 : : . i i 0.9 
Other chemical product and preparation manufacturing.................0..0-.0-4. 3259 : . ; : 2.1 
See footnotes at end of table. 
Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2009 -- Continued 
Missouri 
Cases with days away from work, job 
2009 transfer, or restriction 
Average Total Other 
Industry” annual recordable Cases recordable 


Cases with 
days away 
from work® 


employment* cases 
(000's) 


with job cases 
transfer or 
restriction 





Plastics and rubber products manufacturing (scope changed in 2009) ..............-.-. 326 16.2 5.3 





Plastics product manufacturing (scope changed in 2009).........................4 3261 12.5 4.5 
Rubber product manufacturing (scope changed in 2009)....................00000. 3262 3.7 8.1 
Nonmetallic mineral product manufacturing.............. 00.00. e eee eee 327 8.8 8.8 
Primary metal:manutacturing.... oss. ssssee cece cee tee ee ee eee ee eee eeceeneneed 331 £5 6.3 
Fabricated metal product manufacturing............0..0 0.000022 eee eee 332 31.0 5.0 
FOFGiNG and: Stamping). 24:,25-2.5 2hGGES Band dng Ba dcndedn dG dndntndnde daa uaraiausiausidiaiaisiauieusiewieniets 3321 11 8.8 
Architectural and structural metals manufacturing .....................00- eee eee 3323 7.7 7.2 
Boiler, tank, and shipping container manufacturing...............2..0..0..0..0.-. 3324 2.5 6.5 
Spring and wire product manufacturing..............0..0..0 0.00022 c eee eee eed 3326 1.6 5.8 
Machine shops; turned product; and screw, nut, and bolt manufacturing.............. 3327 4.6 3.2 
Coating, engraving, heat treating, and allied activities.........................00. 3328 3.3 3.2 
Other fabricated metal product manufacturing ................ 0.00 c eee eee eee 3329 9.8 3.6 
Machinery manufacturing (scope changed in 2009) ......................0.00.0000-04 333 28.2 4.9 
Ventilation, heating, air-conditioning, and commercial refrigeration 
equipment manufacturing (scope changed in 2009) .................0..0..0.00. 3334 9.1 4.5 
Metalworking machinery manufacturing...............0 0.0.00 000 0002 c eee eee 3335 5.2 3.0 
Other general purpose machinery manufacturing (scope changed in 2009)...........] 3339 5.3 4.3 
Computer and electronic product manufacturing .............. 0.00. c eee eee eee 334 6.9 2.2 
Electrical equipment, appliance, and component manufacturing ................2..0-.. 335 12.0 3.7 
Other electrical equipment and component manufacturing.....................-..4 3359 5.6 3.7 
Transportation equipment manufacturing (scope changed in 2009) ..............-.-.-- 336 38.3 6.5 
Motor vehicle body and trailer manufacturing.................. 0.00. e eee eee eee 3362 3.1 6.0 
Motor vehicle parts manufacturing .............0 000.0002 c eee 3363 9.4 5.9 
Office furniture (including fixtures) manufacturing ................. 0.00. e eee eee 3372 2.3 4.4 
Other furniture related product manufacturing .................0.00.0e see eee eee] 3379 1.8 3.2 
Miscellaneous manufacturing ........... 0.000 c eee 339 9.3 4.0 
DEVICe-DIOVIGING <4 o45-05035655-22 882 e Pee Peek bee PFS OO eke 8 eee 1,822.6 3.3 
Trade, transportation, and utilities’... 2.00.0... cece cece eee eee eens 527.4 3.8 
Wholesale ade. sssssecne ee ee naan ae ean nanan eae eee eee eee eee eee eee ee eee 42 122.5 2.8 
Merchant wholesalers, durable goods ................. 000002 e eee eee 423 60.1 2.6 
Motor vehicle and motor vehicle parts and supplies merchant wholesalers ............ 4231 9.5 4.3 


See footnotes at end of table. 
Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2009 -- Continued 


Missouri 


2009 
Average Total 
Industry” annual recordable 


employment* cases 
(000's) 


Lumber and other construction materials merchant wholesalers .................... 4233 4.4 4.4 
Electrical goods merchant wholesalers ..............0 0.00. e eee eee 4236 6.6 0.5 
Hardware, and plumbing and heating equipment and supplies merchant wholesalers . . . 4237 5.1 1.5 
Machinery, equipment, and supplies merchant wholesalers .............---02-000005 4238 15.4 2.8 
Merchant wholesalers, nondurable goods ...............-.0 0000 c eee eee 424 38.0 4.0 


Grocery and related product merchant wholesalers ...................0..0-00200- 4244 12.2 4.8 


1.2 
2.3 


0.6 
0.8 


0.6 
1.5 


Cases with days away from work, job 
transfer, or restriction 


Cases with 
days away 
from work® 


Cases 
with job 
transfer or 
restriction 





1.4 
2.0 


Other 
recordable 
cases 


2.5 

<P) 
0.7 
1.4 
1.5 
1.5 





Miscellaneous nondurable goods merchant wholesalers ............. 0000 e eee eee 4249 7.2 11 0.8 (") 0.8 0.3 
Retall trad@rsis ics pect ecite reece yesss yes cia dans amawesmemasel 44-45 306.7 3.7 1.8 0.7 1.0 2.0 
Motor vehicle-and parts dealers stu cc te ee 8888S C CEES BERR SER EERE SESS SESE Se eeees 441 36.4 3.7 at 0.7 0.3 2.6 
Automobile-dealess: 35.) .ic0-¢0¢00c.00¢ bbbae ee Peed eeeds POO ROOSS DEORE ADS G 4411 22.3 3.8 1.2 0.8 0.4 2.6 
Automotive parts, accessories, and tire storeS .......... 0... eee eee eee 4413 11.0 4.3 1.0 0.7 -- 3.3 
Furniture and home furnishings stores ........... 0.0.00. c eee eee 442 8.0 3.0 2:9 ne 2.6 oe 
Electronics and appliance stores... 0... 6. eee tees e eee eens 443 8.7 1a Ce) () (") 1.0 
Building material and garden equipment and supplies dealers.....................0.. 444 27.5 5.7 3.4 1.6 1.8 2.3 
Building material and supplies dealers ............ 0.00.00. c eee eee 4441 22.5 Bo 3.2 1.6 1.6 2.8 
Foodiand bevetade siores.. @. waists's tvs SPE ESEESEEL ELS 445 45.0 3.6 1.6 0.6 1.0 2.1 
(Cie a3: ei 4451 40.5 4.0 1.7 0.7 1.0 2.3 
Health and personal care stores ..... 2.0... 222 eee 446 19.5 0.9 (295 Ce) (7°) 0.9 
Gasoune StAHOhS ods tisinese ee AGREE EE SES TEER A ORR ee ee eee Ree eee aaranayara 447 24.9 3.2 1.2 1.0 oe 2.0 
Clothing and clothing accessories stores... 2.0.0... eee 448 23.2 1.6 0.4 0.4 (1%) 1.2 
Sporting goods, hobby, book, and music stores .............0 00: c eee eee eee eee 451 12.6 2.3 1.3 0.3 0.9 1.0 
General merchandise stores ...........0 00000 c eee 452 72.5 4.8 3.1 0.8 2.3 1.7 
DiS Partinent SIOleS ee) be a aoe atom mno miekeereekind 4521 40.3 4.4 2.8 0.8 2.1 1.6 
Other general merchandise stores .............0.00 00500 e cece eee 4529 32.2 5.3 3.4 0.9 2.5 1.9 
PMRHYSEO TE OTS cc i: inti: atigvaatin in i inci naa na naa ng ma ate Se eee See OR On ae eee 454 10.9 5.7 1.4 0.9 0.5 4.4 
Transportation and warehousing’ ...........0.0ceceeeeeeceseseeeeeeeeeueues 48-49 85.6 48 2.7 1.7 1.0 21 
Rail transportation ae.enciedacdereantdiacsaceuaeaaaauwsemreaseaeeases een 482 z 1.6 14 0.8 0.3 0.5 
Truck transportation .... 20.2... eee 484 39.3 4.2 2.0 1.5 0.5 2.2 
Goeneralifreight:truCking: 2%. 2.242, 2c2sseeseoectyeueneed sotytetatetatut geen gton yt Bab dbded edad Oe 4841 25.9 4.2 2.2 1.5 0.7 2.0 
Specialized freight trucking... 2 eee eek eee ee eee eee ee eee ye ey eb babs 4842 13.4 4.0 1.5 1.3 0.2 2.5 
Transit and ground passenger transportation............... 0.00. c eee eee eee eee 485 8.4 74 2.3 0.9 1.4 6.1 
Couriers and:messengers:: ».2..esh oe rppeoee diene nen Rese nana eet 492 9.0 10.0 7.0 3.5 3.5 3.0 


See footnotes at end of table. 
Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2009 -- Continued 


Missouri 


Cases with days away from work, job 
transfer, or restriction 


2009 
Average Total Other 
Industry” annual recordable Cases with Cases recordable 


with job cases 
transfer or 
restriction 


employment* cases 
(000's) 


days away 
from work® 





Warehousing atid SROMAGS 46 ocildaladl atlas lale lalallala lala alae ee ee ee eR ERR eS 493 12.7 4.5 3.0 1.3 1.7 1.5 
Utilitleswi oes tie lii edi ieiadaeetaanetaueeeeueees 22 12.6 5.7 2.6 11 1.5 3.0 
Utilities ioe Annie ns Cagind ds doc Cee k Oe haee oreo bebe bbbbhobeshbbbbabhae 221 12.6 5.7 2.6 Tl 1.5 3.0 
Electric power generation, transmission and distribution...................2..0... 2211 8.4 3.4 1.4 0.6 0.8 2.0 
Natural gas distribution... 0.0.0.0... eect eee 2212 2.9 11.4 4.8 1.5 3.4 6.5 
Water, sowageand other SyStems 5 onc eee cerca reese reer sees Pee eae eae eae oe 2213 1.3 8.7 6.6 =e 2.5 2.1 
WATORTHAU ON 6.55 55.5555. 6695595 GEERT DTD DDE EG ERE EESSGSSG REGARD RADARDIA TES 61.9 1.0 0.5 0.3 0.2 0.5 


INFORMATION? fe ha ee ae aa aca ceca ceca cede afd eed dala ala 51 61.9 1.0 0.5 0.3 0.2 0.5 


Publishing industries (except Intermn@t) «cc ccc cc cee ede eee eevee eee vee eee see a eas 511 17.6 0.9 
Newspaper, periodical, book, and directory publishers..............2..0..0..0.00. 5111 14.5 11 
Telecommunications (scope changed in 2009) ...................0 0.0020 e eee eee 517 22.0 1.4 
Data processing, hosting, and related services (scope changed in 2009)...............-. 518 10.9 0.5 
Financial activities ........ 0.0.0 eee eee eee 159.8 0.9 
Finance and insurance ............. 0c e eee e eee 52 122.3 0.5 
Credit intermediation and related activities ................. 0... c eee eee 522 57.4 0.3 
Insurance carriers and related activities .............0 0.00.0... eee eee 524 44.4 0.9 
Real estate and rental and leasing ............ 00.0 c cece cece eee eee eed 53 37.5 2.3 
Real estate (scope changed in 2009)...............0 0.00.0... eee eee 531 25.2 1.8 
Reritaland leasing Services. noon dees dade eee eee eee eee dddeddeae ads 532 11.9 3.4 
Professional and business Services ..........0 000 cee cece e eee eee eee’ 331.9 1.9 
Professional, scientific, and technical services ...........000 eee e eee eee 54 130.5 1.2 
Management of companies and enterprises .............0. 0c ee cece e eee 55 62.6 1.5 


See footnotes at end of table. 
Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2009 -- Continued 


Missouri 


2009 
NAICS Average Total 
Industry” deh annual recordable 
ae employment* cases 
(000's) 

Administrative and support and waste management and remediation services ... . 56 138.8 2.9 
Administrative and support services (scope changed in 2009) .....................0.. 561 133.0 2.7 
Waste management and remediation services .......... 00.0 cece eee 562 5.9 6.2 

Education and health services ............ 000s eee e ee eee teen eee 375.3 4.8 

Educational:services' sss a ee Oe ee eee ened 61 48.8 2.5 

Health care and social assistance ......... 000: eect teens 62 326.5 5.1 
Ambulatory health care services ................. 00.00 c eee eee 621 100.8 2.4 

Offices of physicians: .....-0s.20.0s esos dele elena daha nage geeeded 6211 39.5 1.6 

Offices of other health practitioners ..............0 0000.00.02 6213 12.6 0.9 

Home health care services ............ 00. c cece eects 6216 16.6 59 
HOSDUGS 44:taelne Ch LEGG Wee bee EEG eh imtaiainiaiaiaialatalalstalalatalataalatsstasatalates! 622 109.1 6.3 


General medical and surgical hospitals ................0..0..0..0..0.00..0...-4 6221 103.6 6.3 





0.5 


Cases with days away from work, job 
transfer, or restriction 


Cases with 
days away 
from work® 


0.7 


0.6 
2.6 


0.9 
0.5 
0.9 


0.4 
0.2 
0.4 
1.2 
0.7 
0.7 


Cases 
with job 
transfer or 
restriction 





0.8 


0.6 


Other 
recordable 
cases 


Nursing and residential care facilities .......... 0... 
SOClal assistance: 2-00. csh naan ee eae aa ea eee odode MELE Pa ooo oa Meo oS 
Individual and family services ............. 00.00. 


Leisure and hospitality... ........ 0... cece cece eee eee eee 

Arts, entertainment, and recreation ........... 0. c eee eee eee eed 
Performing arts, spectator sports, and related industries 
Museums, historical sites, and similar institutions ................0..0..0..0..02000. 
Amusement, gambling, and recreation industries .............. 00 cece eee ee eee 
Accommodation and food services .........0000ee cece eee tenet e eet 
ACCOMMOGALION: 2 2 wepteoecote ee deve sees ede ea R ea eee ee ee EES 
Food services and drinking places ........... 00... eee 


Full-servicerestaurants:..¢...:206.3.0.0.0.5. 04.00 20.0.2 kien eet 
Lintited-senice eating places 3 ccc ceeeeeeeeeee eee eeu eee ee eee ELEN ULE UNE EUS 





See footnotes at end of table. 
Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2009 -- Continued 


Missouri 


Cases with days away from work, job 
transfer, or restriction 





2009 
oa eee an eee ° rab 
Industry” code? : recordable Cases with vases recordable 
employment cases days away with job cases 
(000's) froin were transfer or 
omwe. restriction 
Other serviceS ...... 00. c cece eee nee eee e eee e eee ee ee eee eeeed 86.3 3.3 1.6 1.0 0.6 es 
Other services, except public administration ........... 00.0 cece eee eee eee ee 81 86.3 3.3 1.6 1.0 0.6 1.7 
Personal and household goods repair and maintenance ......................000. 8114 1.2 2) (oy (°) ("°) (°) 
Porsonal-and laundry SenvleGs a casei iiikishisraaaacikactannae edad ded cee Gee ke 812 26.2 3.1 12 0.3 0.8 -- 
Religious, grantmaking, civic, professional, and similar organizations.................. 813 22.7 3.2 1.4 0.6 0.8 18 
State and local government ............. 00 c cece eee eee eee 379.5 5.3 1.4 0.8 0.6 3.8 
Stale GOVEMMENE ose cree reer eereereereereere LER ee EE EEE EEE EES -- -- -- -- -- -- 
Goods-produicing® :..:c7csecectedeeiededededeedewtaedacanaenidadan 6.8 6.7 0.4 0.4 (Ce) 6.3 
CONSHUCHON 2c ree eA ORE RATA ae as 6.8 6.7 0.4 0.4 @) 6.3 
ICONStHUCH ON srs ners sare cra oard Sa rare aw moore umm nme aelane 23 6.8 6.7 0.4 0.4 ("°) 6.3 
Heavy and civil engineering construction... 0.2.2... ec eee eee 237 6.8 6.7 0.4 0.4 (S). 6.3 
SEEVICH TOV oo: 06.5. 65. 6.66. 4.65666 AWM GGA EMG DDREEEEREEAEGEREG AE SIBGEG -- -- -- -- -- -- 


Public-administration: ioc) seis aie aie a)eece a: ace. nia. wasn wate idie din diun dia eee ese eee ee eee 45.0 4.9 1.4 0.5 0.8 3.5 


Public administration ............ 0c eee 
Justice, public order, and safety activities ......... 00... ete 
Justice, public order, and safety activities 
PONCE PICHECUON oii ake amin am a ole e ee ecniele 8 
Local GOVERNMENT ss nsec sens ee eee ene ane ae ara eaR RGR EGER EGER RANI 


Goods-producing® ...........0.0c cece cece cence eee e eee eeeeeeteeneaes 


CONnSthuctiOnw e222 2 ee ee ee ee Ee RARE iiehe tele leteledelelehtemtere 





See footnotes at end of table. 
Table 6. Incidence rates’ of nonfatal occupational injuries and illnesses by industry and case types, 2009 -- Continued 


Missouri 


Cases with days away from work, job 
transfer, or restriction 





2009 
NAICS Average Total Other 
Industry? bodes annual recordable Cases with Cases recordable 
4 . ‘ 
eploymeut cases days away with job cases 
(000's) P 1S transfer or 
Tom won restriction 
CONStrUCtiOn... c.2426 56565426 ee ee ee ee ela laa arn anameaaeue 23 6.1 5.4 3.0 2.1 - -- 
Heavy and civil engineering construction.......... 0.00... cece ee 237 6.0 5.2 2.8 1.9 = - 
SGPVICRDTOVICING so. scscacscerscscecececacacacacacacacacacacacaca aR SGERGEEGEEDEABEIREESSS 276.6 4.8 1.2 0.9 0.3 3.6 
Trade, transportation, and utilities’... 0.0... cece ccc ec eee ee eee eee 13.6 7.8 1.5 1.0 0.5 6.3 
Transportation and warehousing’ ..............00cecceeeecnecnecneeeeneeaes 48-49 6.8 3.6 2.0 1.8 (°°) 1.7 
Transit and ground passenger transportation............... 0.0... eee eee eee eee eed 485 4.6 5.5 3.0 2.7 (22) 25 
Education and health services ........... 000 cece cece ee eee eee 188.3 4.7 1.0 0.7 0.3 3.7 
Educational/serviceS:s.c.0.c2.c.0300000.00.00 2502020 PR Eee COREE ERAS 61 155.9 4.6 0.9 0.8 0.2 = 
EGuGAGHALSRIVIORS ¢.i bine jibe boo 88 68k Sk Se Oe ee Ree eR M RAEN 611 155.9 4.6 0.9 0.8 0.2 -- 
Elementary and secondary schools. ........... 0.00. e cee eee 6111 144.1 4.6 0.9 0.8 -- -- 
Health care and social assistance ............ 000. cece eee eee 62 32.4 5.3 1.3 0.6 0.7 4.0 
TOS PIAS eae et atts cihaevareteecarprar eee rire arantrererereGre aera eit aaa ale wtareaeteeatre wanna 622 19.1 8.3 1.7 0.6 11 6.7 
Nursing and residential care facilities ................ 00.0000. 2 eee ee ee 623 4.2 4.7 2.6 24 -- 2.1 
Public administration .........0.0 00 e eens 54.9 4.6 1.8 tS 0.3 2.8 


Public: administration c's %s c's 3.635.635 03 ce eee ela ole aa ao ea aD aneraneranerneararennrennnernnennnannins 92 54.9 4.6 1.8 1.5 0.3 2.8 


Justice, public order, and safety activities.................. 0... eee eee eee eee 922 


See footnotes at end of table. 


28.3 5.3 1.9 15 0.3 3.4 


Table 6. Incidence rates' of nonfatal occupational injuries and illnesses by industry and case types, 2009 -- Continued 


Missouri 


Industry? 


Justice, public order, and safety activities.......... 0... c cece eee eee 
PONCE DION a Coke MARR ARR RRR RR RRR A ew we eee emai 
Fire protectin. «scence eee eee See eee Gece mma cence eeeregerd. cel 


' Incidence rates represent the number of injuries and illnesses per 100 full-time workers and 
were calculated as: (N/EH) x 200,000 where 


N = number of injuries and illnesses 

EH = total hours worked by all employees during 
the calendar year 

= base for 100 equivalent full-time workers 
(working 40 hours per week, 50 weeks per year). 


200,000 


? Totals include data for industries not shown separately. 

3 North American Industry Classification System 2007 Edition 

4 Employment is expressed as an annual average and is derived primarily from the BLS-State 
Quarterly Census of Employment and Wages. 

° Days-away-from-work cases include those that result in days away from work with or 
without job transfer or restriction. 

8 Excludes farms with fewer than 11 employees. 

” Data for mining (Sector 21 in the North American Industry Classification System -- United States, 
2007) include establishments not governed by the Mine Safety and Health Administration (MSHA) 
rules and reporting, such as those in oil and gas extraction and related support activities. Data for 
mining operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and 





Cases with days away from work, job 
transfer, or restriction 


2009 
Average Total Other 
annual recordable Cases with Cases recordable 
employment* cases days away with job cases 
(000's) fem wore transfer or 
restriction 
3.4 
3.6 
3.9 


Health Administration, U.S. Department of Labor. Independent mining contractors are excluded from 
the coal, metal, and nonmetal mining industries. These data do not reflect the changes the Occupational 
Safety and Health Administration made to its recordkeeping requirements effective January 1, 2002; 
therefore estimates for these industries are not comparable to estimates in other industries. 

® Data for mining operators in this industry are provided to BLS by the Mine Safety and 
Health Administration, U.S. Department of Labor. Independent mining contractors are 
excluded. These data do not reflect the changes the Occupational Safety and Health Administration made 
to its recordkeeping requirements effective January 1, 2002; therefore estimates for these industries are not 
comparable to estimates in other industries. 

* Data for employers in rail transportation are provided to BLS by the Federal Railroad 
Administration, U.S. Department of Transportation. 

1” Data too small to be displayed. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2009 


Missouri 
(In thousands) 


Industry’ 


All industries including 
State and local government?...........00ccceceseeeeeeeeeeeeee 


Private industry® SEAMEN RT RR RON RE APRA RR PR RCAC A eS SSS SE RO OORT 
Goods-produicing’:.2. ieee eee eee eee eee ened 
Natural resources and mining?’ ..............0cc0cceceecnccneeeeeeeuees 
Agriculture, forestry, fishing and hunting? sbeede edie Cael selalselelecleledelde ceelesis’s 


Animal production (scope changed in 2009)°.. 2.0.0.0 cece eee eee eee eect ees 


Mining® ERR CLEC ee ee ee eRe EERE eT 


Mining (except oil and gas)’ hd dite digiiadtAieetdrda edad dedads aide ds aid ds AedsdeAeme dade Re lt tet tee ist aki sudes2 
Goal’mining. cited eect hs 5.545 455424422424408 25 BaeaEeEneE eee 
Metal ore mining’ Sp ects eck pt EAE Enis igs ene nena ne eee Nee Eee eae neciatetetetecocetete tel 
Nonmetallic mineral mining and quarrying’ We iONE lee vEEG eS E558: 5:2, SHLESSSSSSSSHES Het aTS 


Construction:s34445455oscseosaasadaada tad a aman manana amarnaeeaae 
Construction. 0.5... AAA AAAMARAA AAA AS AS AAA AAA ike cucucy cuca tuaiuuataunanaunauncayapnousnya 


Gonstruction‘of buildings::.in-.on.enonctasaaeoenereneeononet ete 
Residential building construction... .......... 000 cece eect eee 
Nonresidential building construction... 1.0.0.0... 0c eect teens 

Heavy and civil engineering construction ......... 00.0. c eects 
RETITFy SA VSECIe OTS IONE cer a ec ceten ees thet ticstiseheileeeidaseobssaseobudutenmmigiigntadebss 
Highway, street, and bridge construction. ............ 00.0 cee eee eee eee 

Specialty trade-contractorss 2. ie eiy eed bra ie aay Haale nee reece reece aueatiae 
Foundation, structure, and building exterior contractors ............ 00 e cece eee eee 

Poured concrete foundation and structure contractors 
FISRUNG COMMANOIS ovis cae arate Pree nea pe Meee eee eee eee Eee Eee ee Eee 


See footnotes at end of table. 


2009 
Average 
annual 
employment? 


2,618.6 


2,239.0 


416.4 


12.4 


7.8 


3.2 


Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2009 -- Continued 


Missouri 
(In thousands) 


NAICS 


2009 


Averane 


Total 
recordable 
cases 


Total 


Cases with days away from work, job 


transfer, or restriction 


Cases 
with job 
transfer or 
restriction 


Cases with 
days away 
from work* 








Cases with days away from work, job 





transfer, or restriction 





Other 
recordable 
cases 


48.5 


36.1 


Other 


nenes Faure 


Industry’ : de? afifiual recordable Gaees' with Cases recordable 
One 4 cases 4 with job cases 
employment ial awe transfer or 
from work* i 
restriction 


Roofing contractors'a¢. sac cnnac Se RaReRC Ree Teie esi ieeieieiiie iii: : : ; 5 -- 
Building equipment contractors .... 0.2.0.0... ce eee : : : : - 0.7 
Plumbing, heating, and air-conditioning contractors ...................00.0000. : ; : ‘ 0.4 
Other building equipment contractors ...........---- eee eee eee eee eee . : ; (°) 
Building Tinishiig: COMmactors S x5 ss. nex5-5 555555555 555555 oes asearnasannanas : : : , : 0.2 
Drywall and insulation contractors ..........6 000 c eee cette eee : j ; 5 -- 
Tilevand terrazZo Contractors a ecc cco a saa athal tek tadseoend sd ed ndigiglglgedus : : ; : (°) 
Finish carpentry contraptions... <n <sseeseceeceeeeeceeeeeee ue tes eee eee eee ka San é : ; f -- 
Other specialty trade contractors ......... 0.0.0 eee eee : : : : - 
Site preparation contractors ......... 06. cee enn e een eee ; : : (9) 
All other specialty trade contractors ............ 0.00.00. ‘ ; : -- 
WANTS CUTIE a kd RARE RAR ADAGE EERO ES ED ie : : : : : 6.5 
MaNUIACIUIING + .244644444444444444464444444444424495446446444644464444446444 31-33 : : : : : 6.5 
POO tS RUIACIUNTING se 56545546545-5454454454465454654465545 4 kee bee bee bee eee eax 311 : ; : : : 0.7 
Animal food manufacturing .... 2... 0... ec teens 3111 : (9) 
Grain and oilseed milling. ..... 6.0.0.0 0 0. eee 3112 : : : ‘ 01 
Dalry PrOGUck Trial ea PLOT) x u:w www xtytww www www www www Wiwlwww ww WW We eee eee ee rere 3115 : ; : . ; 0.1 
Animal slaughtering and processing.............. 0... c eee eee 3116 : : : : : 0.4 
Bakeries and tortilla manufacturing ...........0 0006 cece tee eee 3118 . j ; R : 0.1 
Bread and bakery product manufacturing...............0..0 0.000002 eee eee 31181 : : ; i (°) 
Commercial bakeries ...... 0.00... ceed 311812 : E : : (9) 
Cookie, cracker, and pasta manufacturing ..............0 cece eee eee eed 31182 B ( 8) 
Apparel manufacturing (scope changed in 2009) ................ 00.0. eee ed 315 : : : 0.1 
Wood product: manutacturing:s« cn. occ ncnce ar canned atte 321 : ; : . ; 0.2 
Other wood produch mianuracnuning ai As Vee eee eee Eee 3219 : : ; i ; 0.2 
Paper MamMuiacturing). <i lee esiecnieccnc vei eieteienniesetaneanensuennueneumaree: hatte aD th Oe a 322 ‘ F : i ; 0.2 
Printing and related support activities .............0 0.00.00. 323 ; . ; : : 0.2 
CHOMmICal IANA GRUING: <0 ee ¢ 060.82 SS OOOO OOO OIOOTE ETS 325 ; : ; : z 0.2 
Basic chemical manufacturing. .............0 0.6 c eee eed 3251 : : : 0.1 
Pharmaceutical and medicine manufacturing ..............66 6c eee eee eee eee 3254 : : (%) 
Paint, coating, and adhesive manufacturing .............. 0.00. c cece eee eee 3255 : - 
Soap, cleaning compound, and toilet preparation manufacturing 3256 : F . ( 9) 
Other chemical product and preparation manufacturing.................0..0..0-0. 3259 : : (°) 





See footnotes at end of table. 
Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2009 -- Continued 


Missouri 
(In thousands) 


Cases with days away from work, job 
transfer, or restriction 
2009 


Average Total Other 


recordable Cases recordable 
with job cases 

transfer or 

restriction 


Industry’ 


annual Cases with 


eases days away 


from work* 


employment® 





Plastics and rubber products manufacturing (scope changed in 2009) ..............-.-. 326 16.2 





Plastics product manufacturing (scope changed in 2009).........................4 3261 12.5 
Rubber product manufacturing (scope changed in 2009)....................00000. 3262 3.7 
Nonmetallic mineral product manufacturing.............. 00.00. e eee eee 327 8.8 
Primary metal manufacturing .......... 000 c eee eect ttt teeeeeeeenee 331 7.5 
Fabricated metal product manufacturing............0..0 0.000022 eee eee 332 31.0 
FOFGiNG and: Stamping). 24:,25-2.5 2hGGES Band dng Ba dcndedn dG dndntndnde daa uaraiausiausidiaiaisiauieusiewieniets 3321 11 
Architectural and structural metals manufacturing .....................00- eee eee 3323 7.7 
Boiler, tank, and shipping container manufacturing...............2..0..0..0..0.-. 3324 2.5 
Spring and wire product manufacturing..............0..0..0 0.00022 c eee eee eed 3326 1.6 
Machine shops; turned product; and screw, nut, and bolt manufacturing.............. 3327 4.6 
Coating, engraving, heat treating, and allied activities .......... 0.0... eee eee eee 3328 3.3 
Other fabricated metal product manufacturing ................ 0.00 c eee eee eee 3329 9.8 
Machinery manufacturing (scope changed in 2009) ......................0.00.0000-04 333 28.2 
Ventilation, heating, air-conditioning, and commercial refrigeration 
equipment manufacturing (scope changed in 2009) .................0..0..0.00. 3334 9.1 
Metalworking machinery manufacturing...............0 0.0.00 000 0002 c eee eee 3335 5.2 
Other general purpose machinery manufacturing (scope changed in 2009)...........] 3339 5.3 
Computer and electronic product manufacturing .............. 0.00. c eee eee eee 334 6.9 
Electrical equipment, appliance, and component manufacturing ................2..0-.. 335 12.0 
Other electrical equipment and component manufacturing.....................-..4 3359 5.6 
Transportation equipment manufacturing (scope changed in 2009) .................... 336 38.3 
Motor vehicle body and trailer manufacturing.................. 0.00. e eee eee eee 3362 3.1 
Motor vehicle parts manufacturing .............0 000.0022 c eee 3363 9.4 
Office furniture (including fixtures) manufacturing.............. 0.00.00. e eee eee 3372 2.3 
Other furniture related product manufacturing ...................00.. eee eee eee] 3379 1.8 
Miscellaneous manufacturing ........... 0.00. c eee 339 93 
BEIVvViCe-DIOViGING <4 o255-055-25508- 22S P Se Pee Peek be 8498999999499 9 9898 1,822.6 
Trade, transportation, and utilities’... 2.00.0... cece cece eee eee eens 527.4 
Wholesale ade. ssessecne ee ee naan ae ean e an ean sae eee eee eee see eee ee eee 42 122.5 
Merchant wholesalers, durable goods .................. 00002 e eee ee 423 60.1 
Motor vehicle and motor vehicle parts and supplies merchant wholesalers ............ 4231 9.5 


See footnotes at end of table. 
Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2009 -- Continued 


Missouri 
(In thousands) 


2009 
1 Average 

Industry annual 

employment® 

Lumber and other construction materials merchant wholesalers .................... 4233 4.4 
Electrical goods merchant wholesalers ........... 000s ccc eee tte 4236 6.6 
Hardware, and plumbing and heating equipment and supplies merchant wholesalers . . . 4237 5.1 
Machinery, equipment, and supplies merchant wholesalers .............--2+++0-005 4238 15.4 
Merchant wholesalers, nondurable goods .................0 0.002 e eee eee eee 424 38.0 


Grocery and related product merchant wholesalers .............-.-020 eee eee eeeee 4244 12.2 


0.8 
0.5 
0.3 
0.7 
0.4 
1.5 
0.1 
0.6 
0.2 
0.1 
0.1 
0.1 
0.3 
1.3 


0.4 
0.1 
0.2 
0.2 
0.4 
0.2 
2.3 
0.2 
0.5 
0.1 
0.1 
0.3 


48.4 


17.2 


3.2 


1.5 
0.4 


Total 
recordable 
cases 


0.7 
0.2 


Cases with days away from work, job 
transfer, or restriction 


Cases with 
days away 
from work* 


Cases 
with job 
transfer or 
restriction 





0.8 
0.2 


Other 
recordable 
cases 





Miscellaneous nondurable goods merchant wholesalers ...............2...0-0-005 4249 7.2 0.1 0.1 (°) 0.1 (2) 
Retalli trad@rss cscs pect geste eens yest yes cia siemens demanesmanaten 44-45 306.7 9.0 4.3 1.8 2.5 4.7 
Motor vehicle-and pars dealers stu cc te ee S828 S SESE REESE SER SRR SR SSS See eee ees 441 36.4 1.3 0.4 0.3 0.1 0.9 
Auitomobile-dealerss: 35.5 3.dc0-p0-¢00c.00¢ bdbae ee bdd de eid s POO MOOG ema eae 4411 22.3 0.8 0.3 0.2 0.1 0.6 
Automotive parts, accessories, and tire storeS ..... 2.2.2.0... eee eee 4413 11.0 0.4 0.1 0.1 -- 0.3 
Furniture and home furnishings stores .......... 0.00.00. cece eee eee 442 8.0 0.2 0.2 =e 0.2 -- 
Electronics and appliance stores .... 0.0.0.0... 0 cee 443 8.7 0.1 (°) (°) (Cy 0.1 
Building material and garden equipment and supplies dealers..................0..0.-. 444 27.5 1.4 0.8 0.4 0.4 0.6 
Building material and supplies dealers ............ 0.00.00. c eee eee 4441 22.5 1.2 0.6 0.3 0.3 0.6 
Food:and beverage Siores.. v. wawists's ts ss i eee E SEES EELS 445 45.0 1.2 0.5 0.2 0.3 0.7 
Grocery stores... 2.2... ete teen eens 4451 40.5 1.2 0.5 0.2 0.3 0.7 
Health and personal care stores... 0.6... eee 446 19.5 0.1 (2) (°) (*) 0.1 
Gasoune StaHOhS odin otisinese ee PEASE EE TES SEGRE A Oe pe ee mR eR eR ayarAay ays 447 24.9 Ge 0.2 0.2 oo 0.4 
Clothing and clothing accessories Stores... 6.6... eee 448 23.2 0.2 0.1 0.1 (°) 0.2 
Sporting goods, hobby, book, and music stores .............0..0 0.0.00 000000-0005. 451 12.6 0.2 0.1 (°) 0.1 0.1 
General merchandise stores ...........0.0. 000 eee 452 725 2.7 yd 0.5 1.3 0.9: 
Department StOteS ee be ed cnt mete miata mnie mabe 4521 40.3 1.3 0.9 0.2 0.6 0.5 
Other general merchandise stores .............0 0.000000 e eee eee 4529 32.2 1.3 0.9 0.2 0.6 0.5 
Nonstore retailers... 2... eee ete 454 10.9 0.5 0.1 0.1 (°) 0.4 
Transportation and warehousing’ ...........0.0ceceeeececuseseeeeeeeeeueues 48-49 85.6 4.3 2.4 1.5 0.9 1.9 
Rail transportation: axec anes 2cecetanteecaetooanecceeiecniaataasataeaenene 482 - 0.1 0.1 0.1 (°) (°) 
THUGK WanspOManons ou. ee kee ee cee cee cee cee cee Cees 484 39.3 1.8 0.8 0.6 0.2 0.9 
Generaltfreight:trucking: 2.2.2 4e3.8.d.4 dosed ddatsetaededt eh Adhd dd dacdeaibaals 4841 25.9 1.2 0.6 0.4 0.2 0.6 
Specialized freight trucking... 2 ee ee eee eee eee eee cee ee ee eee DRE 4842 13.4 0.5 0.2 0.2 (°) 0.3 
Transit and ground passenger transportation............... 0.00. e eee eee eee 485 8.4 0.4 0.1 ( 9) 0.1 0.3 
Couriers: and: messengers: v2:.2.00h ae deoed en annieees e eeeen ee eee 492 9.0 0.7 0.5 0.2 0.2 0.2 


See footnotes at end of table. 
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Missouri 
(In thousands) 


Cases with days away from work, job 
transfer, or restriction 





2009 
Average Total Other 
Industry’ annual recordable Cases with Cases recordable 
3 cases dave awa with job cases 
pmpoyment f oe i transfer or 
ean restriction 
WarehOuUsiniG: atid SHOAGE: 8 aoc inladalalalalaladelaale laa lelaalelalala eae ae Lee LE ELE EEE ES 493 12.7 0.5 0.4 0.2 0.2 0.2 
Utllitlesis.22 thst eRe RI Re iiiedieed dbl bbl chdi diets 22 12.6 0.7 0.3 0.1 0.2 0.4 
Utilities ioe Annie ns Cagind ds doc Cee k Oe haee oreo bebe bbbbhobeshbbbbabhae 221 12.6 0.7 0.3 0.1 0.2 0.4 
Electric power generation, transmission and distribution...................2..0... 2211 8.4 0.3 0.1 0.1 0.1 0.2 
Natural;das:distibution a: <. "Aue iin cance ane aa ei he eaeGaeGGeeee Geen eeanaaks 2212 2.9 0.3 0.1 (°) 0.1 0.2 
Water, sewage and other systems ............ 0.00. c cece eee eee eee 2213 1.3 0.1 0.1 - (°) (5 
WATORTHAU ON 6.55 55.5555. 6695595 GEERT DTD DDE EG ERE EESSGSSG REGARD RADARDIA TES 61.9 0.6 0.3 0.2 0.1 0.3 


INFORMATION? fe ha ee ae aa aca ceca ceca cede afd eed dala ala 51 61.9 0.6 0.3 0.2 0.1 0.3 


Publishing industries (except Intermn@t) «cc ccc cc cee ede eee eevee eee vee eee see a eas 511 17.6 0.1 
Newspaper, periodical, book, and directory publishers..............2..0..0..0.00. 5111 14.5 0.1 
Telecommunications (scope changed in 2009) ...................0 0.0020 e eee eee 517 22.0 0.3 
Data processing, hosting, and related services (scope changed in 2009)...............-. 518 10.9 0.41 
Financial activities ........ 0.0.0 eee eee eee 159.8 1.3 
Finance and insurance ............. 0c e eee e eee 52 122.3 0.6 
Credit intermediation and related activities ................. 0... c eee eee 522 57.4 0.2 
Insurance carriers and related activities .............0 0.00.0... eee eee 524 44.4 0.4 
Real estate and rental and leasing ............ 00.0 c cece cece eee eee eed 53 37.5 0.8 
Real estate (scope changed in 2009)...............0 0.00.0... eee eee 531 25.2 0.4 
Reritaland leasing Services. noon dees dade eee eee eee eee dddeddeae ads 532 11.9 0.4 
Professional and business Services ..........0 000 cee cece e eee eee eee’ 331.9 5.4 
Professional, scientific, and technical services ...........000 eee e eee eee 54 130.5 1.4 
Management of companies and enterprises ............00 ccc ee cece e eee eee 55 62.6 0.9 


See footnotes at end of table. 
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Missouri 
(In thousands) 


2009 Total 
7 NAICS Average ie bl 

Industry ode? annual recordable 

3 cases 

employment 

Administrative and support and waste management and remediation services ... . 56 138.8 3.0 
Administrative and support services (scope changed in 2009) .....................0.. 561 133.0 2.6 
Waste management and remediation services ............. 0.0000 c eee eee 562 59 0.4 
Education and health services ............ 000s eee e ee eee teen eee 375.3 14.4 
Educational:services' sss a ee Oe ee eee ened 61 48.8 1.0 
Health care and social assistance ......... 000: eect teens 62 326.5 13.4 
Ambulatory health care services ................. 00.00 c eee eee 621 100.8 2.0 
Offices of physicians: .....-0s.20.0s esos dele elena daha nage geeeded 6211 39.5 0.5 
Offices of other health practitioners ..............0 0000.00.02 6213 12.6 0.1 
Home health care services ............ 00. c cece eects 6216 16.6 0.6 
HOSDUGS 44:taelne Ch LEGG Wee bee EEG eh imtaiainiaiaiaialatalalstalalatalataalatsstasatalates! 622 109.1 5.8 


General medical and surgical hospitals ................0..0..0..0..0.00..0...-4 6221 103.6 5.5 


0.2 


0.2 


0.1 


0.4 








0.3 


Cases with days away from work, job 
transfer, or restriction 


Cases with 
days away 
from work* 


Cases 
with job 
transfer or 
restriction 





0.7 


0.4 


0.1 
0.3 


0.3 


0.2 
0.1 


2.9 


0.9 


0.4 


Other 
recordable 
cases 


Nursing and residential care facilities .......... 0... 
SOClal assistance: 2-00. csh naan ee eae aa ea eee odode MELE Pa ooo oa Meo oS 
Individual and family services ............. 00.00. 


Leisure and hospitality... ........ 0... cece cece eee eee eee 

Arts, entertainment, and recreation ........... 0. c eee eee eee eed 
Performing arts, spectator sports, and related industries 
Museums, historical sites, and similar institutions ................0..0..0..0..0-.00. 
Amusement, gambling, and recreation industries .............. 0.02 c eee eee 
Accommodation and food Services .........000e cece cece eee eee 
ACCOMMOGALION: 2 2 eeptenecute ee deve eases ede dae Re dead ae ee ae ee EES 
Food services and drinking places ........... 0.0... e eee 


Full-service restaurants ........0 0000 cece ete teen eee 
Limited-senvice eating places ¢c.cccceeeeee eee eee eee eee Se eEe EEUU UU UUU NUR U SNS 





See footnotes at end of table. 
Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2009 -- Continued 


Missouri 
(In thousands) 
Cases with days away from work, job 
transfer, or restriction 
2009 





, NAICS Average a C sane 
Industry bode? annual recordable Cases with vases recordable 
umeee cases days away with job cases 

SMprOy f rk’ transfer or 

rome. restriction 
Other serviceS ... 00... ccc cece cence eee eee eee eee eee eet ened 86.3 1.9 0.9 0.6 0.3 1.0 
Other services, except public administration ........... 00.0 cece eee eee eee ee 81 86.3 1.9 0.9 0.6 0.3 1.0 

Personal and household goods repair and maintenance ...................0-00005 8114 1.2 (5 (3) () (2) (2) 

Porsonal-and laundry SenvleGs a casei iiikishisraaaacikactannae edad ded cee Gee ke 812 26.2 0.6 0.2 0.1 0.2 -- 
Religious, grantmaking, civic, professional, and similar organizations .................. 813 22.7 0.5 0.2 0.1 0.1 0.3 
State and local government ............. 00 c cece eee eee eee 379.5 pe 4.7 Zt 2.0 12.4 
Stale GOVEMMENE ooecree roe eeereereereereede LEER eE Ee EEE LEE EE Re -- -- -- -- -- -- 
Goods-produicing?.:..ssc2cscceetsdeeiededededeedewiatedacaaaenidadan 6.8 0.4 (°) Cy (2) 0.4 
Construction ........ 0. ccc ccc cece eee eee eee eee e teen eens 6.8 0.4 (°) (°) (°) 0.4 
Constructlon:. «sscccssonsossenseenosbaa sane es ose anaaaaanaaaaaneeead.s. 23 6.8 0.4 (°) () () 0.4 
Heavy and civil engineering construction... 2... 0.6.6 coe eee 237 6.8 0.4 (@) (°) (°) 0.4 
SEEVICH TOV oo: 06.5. 65. 6.66. 4.65666 AWM GGA EMG DDREEEEREEAEGEREG AE SIBGEG -- -- -- -- -- -- 


Public-administration: ioc) seis aie aie a)eece a: ace. nia. wasn wate idie din diun dia eee ese eee ee eee 45.0 2.2 0.6 0.2 0.4 1.6 


Public administration ............ 0c eee 
Justice, public order, and safety activities ......... 00... ete 
Justice, public order, and safety activities 
PONCE PICHECUON oii ake amin am a ole e ee ecniele 8 

Local GOVERNMENT: 6c s ec senc ence ee ene ene ae aa mesa SERIE RANI 


Goods-producing® ............ cece cece cece e cece eee e eee ee eeeteeeenes 


GCONnSthUCtlOn its atte ee ee ee eee eee RETA AAG Sed 





See footnotes at end of table. 
Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2009 -- Continued 


Missouri 
(In thousands) 


Cases with days away from work, job 
transfer, or restriction 
2009 





, NAICS Average ‘ ae C F eae 
Industry bode? anniial ecordable Cases with vases ecordable 
layne cases days away with job cases 

emprey f Ki transfer or 

Tom won restriction 
CONSUUCHON:. 656.6554 45 4454 GRAAE ARERR EAEEAEKAS AR RADAR RAR EARERRERR ORAS 23 6.1 0.3 0.2 0.1 - = 
Heavy and civil engineering construction.......... 0.00... cece 237 6.0 0.3 0.1 0.1 = -- 
SGPVICR DTOVICING so. scscscscerscececececacacacacacacacacncacacacact aR RARRARRARRARRRRRRREAS 276.6 10.7 2.8 2 0.7 8.0 
Trade, transportation, and utilities’... 0.0... c cece cece cece eee eee eens 13.6 1.0 0.2 0.1 0.1 0.8 
Transportation and warehousing’ ..............00ceccecececceecneeeeneeues 48-49 6.8 0.2 0.1 0.1 (°) 0.1 
Transit and ground passenger transportation. .............. 0.00.0 e eee eee eee eee 485 4.6 0.2 0.1 0.1 ( 2 0.1 
Education and health services ........... 000 cece cece ee eee eee 188.3 6.7 1.4 1.0 0.4 §.3 
Educational services ........... 0.00 c cece eee eee eee eens 61 155.9 5.2 1.0 0.9 0.2 = 
EGuGAGHALSRIVIORS ¢.i bine jibe boo 88 68k Sk Se Oe ee Ree eR M RAEN 611 155.9 5.2 1.0 0.9 0.2 -- 
Elementary and secondary schools. ........... 0.00. e cee eee 6111 144.1 5.0 0.9 0.8 - -- 
Health care and social assistance ............ 000. cece eee eee 62 32.4 1.5 0.4 0.2 0.2 1.1 
TOS PIAS eae et atts cihaevareteecarprar eee rire arantrererereGre aera eit aaa ale wtareaeteeatre wanna 622 19.1 1:3 0.3 0.1 0.2 1.0 
Nursing and residential care facilities ................ 00.0000. 2 eee ee ee 623 4.2 0.2 0.1 0.1 -- 0.1 
Public administration ......... 0.00. cece eee eee eee” 54.9 2.4 1.0 0.8 0.2 1:8 


Public: administration c's %s c's 3.635.635 03 ce eee ela ole aa ao ea aD aneraneranerneararennrennnernnennnannins 92 54.9 2.4 1.0 0.8 0.2 1.5 


Justice, public order, and safety activities................. 0.0... eee eee eee eee 922 


See footnotes at end of table. 


28.3 1.5 0.5 0.4 0.1 1.0 


Table 7. Numbers of nonfatal occupational injuries and illnesses by industry and case types, 2009 -- Continued 


Missouri 


(In thousands) 


Industry’ 


Justice, public order, and safety activities ........ 0.0... cece ete 
POMC ROR aha aa eae wh ale va ie mses cn avn ala ala cn i a a ee elles g 
Fire protection. 2 sccccenececeeew eee wees ee Gemauauauuaumumarameuced col 


' Totals include data for industries not shown separately. 

? North American Industry Classification System -- United States, 2007 Edition 

? Employment is expressed as an annual average and is derived primarily from the BLS-State 
Quarterly Census of Employment and Wages. 

si Days-away-from-work cases include those that result in days away from work with or 
without job transfer or restriction. 

° Excludes farms with fewer than 11 employees. 

° Data for mining (Sector 21 in the North American Industry Classification System -- United States, 
2007) include establishments not governed by the Mine Safety and Health Administration (MSHA) 
rules and reporting, such as those in oil and gas extraction and related support activities. Data for mining 
operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health 
Administration, U.S. Department of Labor. Independent mining contractors are excluded from the 
coal, metal, and nonmetal mining industries. These data do not reflect the changes the Occupational 
Safety and Health Administration made to its recordkeeping requirements effective January 1, 

2002; therefore estimates for these industries are not comparable to estimates in other industries. 





Cases with days away from work, job 
transfer, or restriction 


2009 
Average ; aren ‘ ale | 
annual panne e Cases with pinay bess e 
iy days awa 
eae fi i i transfer or 
euaeee restriction 
1.0 
0.5 
0.4 


’ Data for mining operators in this industry are provided to BLS by the Mine Safety and Health 
Administration, U.S. Department of Labor. Independent mining contractors are excluded. 
These data do not reflect the changes the Occupational Safety and Health Administration 
made to its recordkeeping requirements effective January 1, 2002; therefore estimates for 
these industries are not comparable to estimates in other industries. 

* Data for employers in rail transportation are provided to BLS by the Federal Railroad Administration, 
U.S. Department of Transportation. 

° Data too small to be displayed. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 8. Incidence rates’ of nonfatal occupational illnesses by selected industries and category of illness, 2009 


Missouri 


Incidence rates per 10,000 full-time workers’ 














lndustry : Skin Respiratory : , 
Total cases : lee Poisonings Hearing loss | All other illnesses 
disorders conditions 
All industries including 
State and local government’.............00c0ececceeeeeeeceees 15.8 
Private industry’: :33s3sekbee seek eee eee eee bleidiekels eid cena 15.7 
Goods-producing’ ..........0. 00. cece cence cece cece cence eneeneeeeee 29.0 
Natural resources and mining’®*...........2..0cceceeeeececeneceeeeenees (°) 
Agriculture, forestry, fishing and hunting’ .................0ccecceeneeeeeeees = 
Animal production (scope changed in 2009)*.... 0.0.0... eee eee eee eee eens - 
Mining aceccdadedocadeadecascandoanaadacdancdacucteanancacaneencncanans (°) 
Mining (except oil and gas)’ SsEeE sd sdssd seudecanucad on tadadutatatutanatutanatusaneeedeaicetetueetitneetete iis ie ie tee a fe fees ( 5) 
(OL0) 1 Y=) (a Uo i 91 ren em Poor Ei ee 10.1 
Construction ...... 0.0 cece cere eee eee eee eee 10.1 
Construction, of buildings: ii.c #27 ¥2.¢¢oers<s24254232454542344seceeeee oes oa (°) 
Heavy and civil engineering construction................ 0.00. -- 
Specialty trade contractors .. 2... eee 11.6 
Manufacturing... .nnn nnn nana nn ant a nanan aes aon oe a 38.2 
PRATT ROUSING 945452555 555555555654 55055 FEES REE EEE EEE et tet le 38.2 
ROOgtHARUIACIUINNGi ss Seer eee ERE ERR ES EES EEE 5 55055055556565555 20005 51.4 
Apparel manufacturing (scope changed in 2009) .......... 0... c eee eed (5) 
Wood product manufacturing ..... 2.2... eee eet ees (°) 
Paper manufacturing... 0.2.2.0. eee e cece ete eteet eee e tenet etter eneees (>) 
Printing and related support activities ..... 0.0.0.0... cece tees ( 5) 





See footnotes at end of table. 
Table 8. Incidence rates’ of nonfatal occupational illnesses by selected industries and category of illness, 2009 -- Continued 


Missouri 





Incidence rates per 10,000 full-time workers’ 


NAICS 


a ‘ 
ndustry code? 


Total cases 


Chemical'manufacturing):. ces tee il a ll ooo seeds segeee 
Plastics and rubber products manufacturing (Scope changed in 2009) 
Nonmetallic mineral product manufacturing............ 00.0... c eee eee 
Primary metal manufacturing .........- 0-00 eee eee teen eee ene 
Fabticated metal product manufacturing) «+... 0... eed 
Machinery manufacturing (scope changed in 2009) ...................0..0.00.0000-4 
Computer and electronic product manufacturing .......... 00.0 c eee eee eee 
Electrical equipment, appliance, and component manufacturing............-...-2+2--/ 
Transportation equipment manufacturing (Scope changed in 2009) .................... 
Miscellaneous manufacturing.............. 0.00000 


DOVICS-DIOVIGING 5 enc ce54 6545050505050 049 454444444444444045045 


Trade, transportation, and utilities’... .. 00.0.0... cece eee cece eee eee 


Wholesale trade@:i.c.. essere eee ee eee ee ne Hee eee eee eee eel 


Merchant wholesalers, durable goods .................0 00002 e eee ee 
Merchant wholesalers, nondurable goods ...............0..0 0.0 cee eee eee 


Fetal trade si. 2.2.2-2:2-3)2-23-203-2odedededed bed bod SB Sed Bed ed Sedat ohadohadoh adhe hedededed ded adeeb yddyadedeayaed 


Wotor vehicle: and pane Cealers tins sg eae eee eee eee eee eee reer e ea eed eed eed ss aes 
Furniture and home fumishings St6res 2.6 244606646446664666464400040000004004044440000R 
Electronics and appliance stores .... 00.0... cece tte 
Building material and garden equipment and supplies dealers ................-.-00005 
Food and beverage storeS ..... 0.0... cece tenet eee eee 
Health and personal care storeS ... 6... tet tet 
GaSoline:StationSy, 2.8) eh a eee eee ae ee ee EEE SUSU HOS wd ENE 

Clothing and clothing accessories StoreS .... 0.0... cette eee 
Sporting goods, hobby, book, and music stores ............ 00.0: e eee eee eee eee 

General merchandise Stores ........ 0.0.0 cect teen e ene 

Nonstore: retailers: :c2scccacderdrasagese parade Pedros dese ea eeacaaaaeeanedmeee 








Transportation and warehousing® Wiens n sana heneneeaeeeeenanan aaa a Wianiaya tat 
See footnotes at end of table. 
Table 8. Incidence rates’ of nonfatal occupational illnesses by selected industries and category of illness, 2009 -- Continued 


Missouri 


Industry ” 
Total cases 





Skin 
disorders 


Skin 
disorders 


Respiratory 
conditions 











Poisonings Hearing loss 











Incidence rates per 10,000 full-time workers’ 


Respiratory 
conditions 


Poisonings Hearing loss 


All other illnesses 


9.3 


8.3 


12.7 


All other illnesses 














Rail transportation’... cence nent teen e ee eee 482 (°) (°) (°) (°) (°) 
STRUCK TANS POM OI Ait. fants fee, Se chaaana tien hsesicnesto orcs me seenmesaneeiass fects vas en enna taear arabe! 484 5.3 (5) (5) (°) (8) 
Transit and ground passenger transportation ........ 0.0... cece eee eee need 485 45.0 (°) G2) a (°) 
Couriersiand: messengers: 2s icc cede ee ele a ee ee ee ee 492 46.3 ( >) ( 2) ( zn) -- 
Weareneusing and Storage ow. oxxatcatie xx ee ee ee ee eee es 493 38.8 (9) (°) (°) (°) 
TUT 12: Heme peat ea} aa at sat at aaa sat a ane ee ee eee eee eee eer eL ee 22 57.8 36.1 - (°) -- 
LES eee rece ec eed e eee ee RRR RRR RRR RRR REA E 664 GG 4G SSS SS ESSE ESSE SESE OES 221 57.8 36.1 - (°) a 
INTOrMathOn 2s ee ee ee eae a a a. 9.41 -- -- (>) (a 
InformatlOni ss. .% 24% 44444444%444444444446 466-0 ee ee eae aa aaa ana minnie eae asa 51 9.1 -- ee (5) 5 
Publishing industries (except Internet) .......... 0000. c cette eee 511 ( 2) ( 5) ( 5 ( >) ( 5 
Telecommunications (scope changed in 2009) ...............00.0 eee eee eee eee eee 517 17.7 os (b (°) (3 
Data processing, hosting, and related services (scope changed in 2009)................ 518 (?) (°) (e (°) 5 
Inancial Activities. jeer vaveveveayaevavevavesaveveveaevanre eee e cian aamamamanamanian 3.9 - (2) (>) (2 
Finance: and insurance®. Svcc2ccccnccnsenseneannenesaneeeeesesneeewes< 52 3.4 (°) (> (>) 5 
Credit intermediation and related activities .......0.0. 0.00. ccc ee eee eee 522 (°) (°) (2 (5) « 
Insurance carriers and related activities... 0.0.0.0... 0. e cece cece eee eee 524 8.8 (5) (b (8) (8) 
Real estate and rental and leasing ...........0202 cece eee eee nee ee eed 53 - = (5) (>) (5) 
Real estate (scope changed in 2009) .......... 2.0 cece cece cette teen eed 531 ek ee (o (8) (8) 
Rental and leasing services ............06-. 0000 cece cece eee teen eee 532 = (5) (6 (°) (°) 
Professional and business serviceS .........0.020 eee e eee eee eee eee eed 12.4 2.6 Ge -- -- 
Professional, scientific, and technical services ...........000 eee e eee eee eee 54 4.5 (23 (° (°) (3) 
Management of companies and enterprises .........-.0.0eee cece eee e eee eee 55 12.7 (>) (2) (°) s 


See footnotes at end of table. 
Table 8. Incidence rates’ of nonfatal occupational illnesses by selected industries and category of illness, 2009 -- Continued 


Missouri 


Incidence rates per 10,000 full-time workers’ 


Industry ” : ; 
Total cases : okin Resp laiory Poisonings Hearing loss 
disorders conditions 
Administrative and support and waste management and remediation services ... . 56 21.2 5.7 (°) -- -- 


Administrative and support services (scope changed in 2009) ..................0..0.2. 561 19.5 6.1 (>) - (>) 
Waste management and remediation services ........0... 0.0. e cece eee 562 - (°) (25 (°) - 





7.0 


7.0 


3.3 


3.4 


8.8 


10.2 


All other illnesses 


10.6 


Educational services 


Accommodation 
Food services and drinking places 


Construction 


Education and health services 


Health care and social assistance 
Ambulatory health care services 
Hospitals 
Nursing and residential care facilities 
Social assistance 


Leisure and hospitality 


Arts, entertainment, and 


Accommodation and food services 


Other serviceS ......... 600 cece eee ee ee eee eee eee 


Personal and laundry services 
Religious, grantmaking, civic, professional, and similar organizations 


State and local government 
State government 


See footnotes at end of table. 
Table 8. Incidence rates’ of nonfatal occupational illnesses by selected industries and category of illness, 2009 -- Continued 


Goods-producing* 


Construction .... 0.0.0 cece eee eee eee eee 


recreation ............0e eee e ee eee eens 


Performing arts, spectator sports, and related industries 
Museums, historical sites, and similar institutions 
Amusement, gambling, and recreation industries 


Other services, except public administration 


Industry 2 


621 
622 
623 
624 


71 
711 
712 
713 

72 


721 
722 


81 


812 
813 


NAICS 
code® 


23 


Missouri 


Total cases 


3.4 


3.8 


2.7 


2.7 


4.1 


Incidence rates per 10,000 full-time workers’ 


Skin 


disorders 


3.0 


3.1 


6.7 








Respiratory 
conditions 





Poisonings 








Hearing loss 


All other illnesses 


Heavy and civil engineering construction ........ 0... c cece eeeee 237 () (°) (°) 














SOrviCS-Providiig suas ccccica asc aa cae ee eaa ee eee eee EGER a aaa -- -- -- 
Public administration .........0. 0.00. c cece eee eee eee eee “- ~ -- 
Public cdMiNniStation. sa sascaanaaeae cee c keke keke RR eR ides 92 -- - = 
Justice, public order, and safety activities... 0.06... 922 ° (°) : 
EOGal GOVEINMENE cece eee eee eS EES EEE ERMAN RANK NNW OM 87.7 Sih -- 
Goods-producing’ ..........0. ccc cece cece een cence neces eeneeneneens ° (°) : 
Construction ....... 0... cee eee eee eee eee eee eens 7 (°) (2) 
Construction ....... 0.00 ccc eee eee eee e eee eee eeaees 23 2 (2) 2 
Heavy and civil engineering construction .......0 00... c eee eee 237 . (°) (7) 
MeIVvVICR DIOVICING 6464444444444. 044040040644ene eee eaaeaseasees see's 38.6 3.8 - 
Trade, transportation, and utilities’... 0.0... c cece cece eee e eee eee = (°) 
Transportation and warehousing’ ..............00ceceecceeeeceecneeeeneeues 48-49 (°) (°) (°) 
Transit and ground passenger transportation... 00.0.0... eee eed 485 (23 (°) (°) 
Education and health services .......... 0.00. c cece cece eee eee eee 29.9 3.7 1.6 


See footnotes at end of table. 
Table 8. Incidence rates’ of nonfatal occupational illnesses by selected industries and category of illness, 2009 -- Continued 


Incidence rates per 10,000 full-time workers’ 


Missouri 
aust? NAICS 
ndustry 3 : : 
code Total cases Skin Respiratory 
disorders conditions 
Educational serviceS ....... 00.0 c eee eee eee eee 61 -- (>) as 
Educational:semices:..) i: cccedecceceddccccdeccceddeceeeddaaeeeeceeseeeeeaeed 611 - (5) a 
Health care and social assistance ......... 000: e cece eee teens 62 88.8 18.7 7.6 
HOSP thicket dda dan cecea teed edd edd dd sdaiddiddididddidddidaiddaldaadaadasuans 622 159.7 33.7 13.8 
Nursing and residential care facilities... 2.0.0.6... cece eee ed 623 (5) (5) (°) 


Public administration .......... 00.0 eeeee 70.5 (°) = 





Poisonings 








= 24.0 


Hearing loss | All other illnesses 





See footnotes at end of table. 


Table 8. Incidence rates' of nonfatal occupational illnesses by selected industries and category of illness, 2009 -- Continued 


Industry ? 


Public-administration::: se keeeeakukakakeekenes bebe asvaee sees sek iebieaze alanis 


Justice, public order, and safety activities ......... 0.00. 


' Incidence rates represent the number of illnesses per 10,000 full-time workers and were 
calculated as: (N/EH) x 20,000,000 where 


N = number of illnesses 
EH = total hours worked by all employees during the calendar year 
20,000,000 =base for 10,000 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 


? Totals include data for industries not shown separately. 

3 North American Industry Classification System 2007 Edition 

* Excludes farms with fewer than 11 employees. 

5 Data too small to be displayed. 

® Data for mining (Sector 21 in the North American Industry Classification System -- United States, 
2007) include establishments not governed by the Mine Safety and Health Administration (MSHA) rules 
and reporting, such as those in oil and gas extraction and related support activities. Data for mining 
operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health 
Administration, U.S. Department of Labor. Independent mining contractors are excluded from the 





Missouri 


Incidence rates per 10,000 full-time workers’ 


— 
(°) 30.3 
(°) 50.6 


coal, metal, and nonmetal mining industries. These data do not reflect the changes the Occupational 
Safety and Health Administration made to its recordkeeping requirements effective January 1, 
2002; therefore estimates for these industries are not comparable to estimates in other industries. 

’ Data for mining operators in this industry are provided to BLS by the Mine Safety and 
Health Administration, U.S. Department of Labor. Independent mining contractors are 
excluded. These data do not reflect the changes the Occupational Safety and Health Administration 
made to its recordkeeping requirements effective January 1, 2002; therefore estimates for these 
industries are not comparable to estimates in other industries. 

® Data for employers in rail transportation are provided to BLS by the Federal Railroad 
Administration, U.S. Department of Transportation. 


Skin Respiratory 
disorders conditions 


Total cases 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 9. Numbers of nonfatal occupational illnesses by selected industries and category of illness, 2009 


Missouri 
(In thousands) 


Numbers of illnesses by category 




















Industry’ Skin Respiratory . , 
Total cases : lee Poisonings Hearing loss | All other illnesses 
disorders conditions 
All industries including 
State and local government®.............00c0ccecceeeeeeecaees 3.5 
Private industry”: 353ssskvie se bieee eee web ekeke ee Vee cece ccannane 2.9 
Goods-producing® ..........0 000. c cece cece cence cence nee eneeneeeene 14 
Natural resources and mining’? *...........0..0cceceeceecncceeeneeeeees (*) 
Agriculture, forestry, fishing and hunting’ ..............0..0cceceeeneeeeeeees = 
Animal production (scope changed in 2009)°.... 20.0... cece cece ec eeeeceeeeeeeeeed - 
NANNING ie win sacle atin ieee a aaa a anne nese nbabennr webweat's (*) 
Mining (except oil and gas)® SHEE sdssd sgucedanucued on dadadudatatudanadutatatusoneeedea eet etudet ite eetete ie tk ie te tee i fe fetes (4) 
(OL0) 1 Y=) (a Uo) 91 Laren RnR oir Ei i ee 0.1 
Construction ...... 0.0 cece cere eee eee eee eee 0.1 
Construction, of buildings: ii.c #27 ¥2.¢¢oers<s24254232454542344seceeeee oes oa (4) 
Heavy and civil engineering construction................ 0.00. -- 
Specialty trade contractors... 1... teeta 0.1 
Manufacturing... .nnn nnn nana nn ant a nanan aes aon oe a 1.0 
PRATT ROUSING 945452555 555555555654 55055 FEES REE EEE EEE et tet le 1.0 
ROOgtHARUIACIUINNGi ss Seer eee ERE ERR ES EES EEE 5 55055055556565555 20005 0.2 
Apparel manufacturing (scope changed in 2009) .......... 0... c eee eed (4) 
Wood product manufacturing ..... 2.2... eee eet ees (4) 
Paper manufacturing .... 0.2.2.0. eee e cece cee ete ete e teen tent eeeees (4) 
Printing and related support activities ..... 0.0.0.0... eee eects ( 4) 








See footnotes at end of table. 
Table 9. Numbers of nonfatal occupational illnesses by selected industries and category of illness, 2009 -- Continued 


Missouri 
(In thousands) 





Numbers of illnesses by category 


NAICS 


1 ; 
Industry code? 


Chemical'manufacturing:: -j205 vee dees keeled da la dso PPPs oo oo oo eo es | 
Plastics and rubber products manufacturing (Scope changed in 2009) 
Nonmetallic mineral product manufacturing............ 0.00.0 
Primary metal manufacturing ...........- 0 cece cece 
Fabticated metal product manufacturing) «+... 0... eed 
Machinery manufacturing (scope changed in 2009) ...................0..0.00.0000-4 
Computer and electronic product manufacturing .......... 00.0 c eee eee eee 
Electrical equipment, appliance, and component manufacturing............-...-2+2--/ 
Transportation equipment manufacturing (Scope changed in 2009) .................... 
Miscellaneous manufacturing.............. 0.00000 


SOIVICS-DIOVIGING <n cco e eee 85050888 a4 925494445445 54 4a eee 


Trade, transportation, and utilities’... 2.0.0.0... 0c cece eee eee eee eee eee 


Wholesale trade: cc .2 serene nee ee nee ee ne ne Hee eee eee 


Merchant wholesalers, durable goods .................0 00002 e eee ee 
Merchant wholesalers, nondurable goods ...............0..0 0.0 cee eee eee 


Fetal trade si. 2.2.2-2:2-3)2-23-203-2odedededed bed bod SB Sed Bed ed Sedat ohadohadoh adhe hedededed ded adeeb yddyadedeayaed 


Wotor vehicle: and pane Cealers tins sg eae eee eee eee eee eee reer e ea eed eed eed ss aes 
Furniture and home fumishings St6res 2.6 244606646446664666464400040000004004044440000R 
Electronics and appliance stores .... 00.0... cece tte 
Building material and garden equipment and supplies dealers ................-.-00005 
Food and beverage storeS ..... 0.0... cece tenet eee eee 
Health and personal care storeS ... 6... tet tet 
GaSoline:StationSy, 2.8) eh a eee eee ae ee ee EEE SUSU HOS wd ENE 

Clothing and clothing accessories StoreS .... 0.0... cect teen eee 
Sporting goods, hobby, book, and music stores ............ 0.00: e eee eee eee eee 

General merchandise Stores .......... 000 c ect eenene eee 

Nonstore: retailers: :c2scccadeeccsasaweas parade pede ore desea eeacaaaaeanedeeee 


Transportation and warehousing’ MGA CEES eREe Re ReRCRe eRe eeeeee enna a 


See footnotes at end of table. 


Table 9. Numbers of nonfatal occupational illnesses by selected industries and category of illness, 2009 -- Continued 


Missouri 
(In thousands) 


Industry’ 


Total cases 


Total cases 














Skin 
disorders 


Skin 
disorders 


Respiratory 
conditions 














Respiratory 
conditions 


Poisonings 


Numbers of illnesses by category 


Poisonings 


Hearing loss 











Hearing loss 





All other illnesses 


All other illnesses 








Rail transportation’... 0... cece cece cece cece eee veeetuevetetetereneees 482 (*) 
‘Truck ‘transportation: <0... ss So ee SRS SSESASSS bee bebe eee ee eee ee ged 484 (*) 
Transit and ground passenger transportation............... 0.00.00. ee eee eee eee eee 485 (*) 
Couriers and MESSENGES .. 1. eee eee 492 (*) 
Warehousing and storage .... 6... nee eee eens 493 (*) 
UH is 205. eoo eae G ee eesstrestieshsereitesSsesereeiese MCRAE R EER CON EES OREN 22 0.1 
WHITES eee eee eee eee ee adie eter a bbb EE Bibb AE BRENT Hb 221 0.1 
TPYTORITIATIONN Gs Meee esas eat ata eat evn even en ane nein eee ee naa aN 0.1 
IMPOrMATION 05.550 505 45444444464444404444444644 Se eee ee ea 51 0.1 
Publishing industries (except Internet)................. 00.0000. e eee eee eee 511 : 
Telecommunications (scope changed in 2009) .............. 0.00.00. 0 2. eee 517 < 
Data processing, hosting, and related services (scope changed in 2009)..............-. 518 5 
Inancial Activities. jeer vaveveveayaevavevavesaveveveaevanre eee e cian aamamamanamanian 0.1 
FIANCE: ANG MSU ACO nS scics esse secs aise caise Sica ce cece cea a caer 52 ¢ 
Credit intermediation and related activities ...........0 00.00 ccc cece eee eee 522 - 
Insurance carriers and related activities .............0 0.0.00... cee eee 524 $ 
Real estate and rental and leasing ............ 00.00 cece cece eee eee eed 53 -- 
Real estate (scope changed in 2009)...............0 0.00.02. eee 531 -- 
Rental and leasing serviceS ............- 020 e cece eect ttt eee eens 532 -- 
Professional and business Services ..........0.00 cece cece e eee ee eee 0.4 
Professional, scientific, and technical ServiceS ............00 cece eee eee eee 54 0.1 
Management of companies and enterprises ............ 0000 cece eee eee e eee 55 0.1 


See footnotes at end of table. 
Table 9. Numbers of nonfatal occupational illnesses by selected industries and category of illness, 2009 -- Continued 


Missouri 
(In thousands) 


Industry’ 
Total cases 
Administrative and support and waste management and remediation services ... . 56 0.2 
Administrative and support services (scope changed in 2009) ..................0..0.2. 561 0.2 
Waste management and remediation services ........ 2.0.0.0 cece eee eee 562 - 








(*) (*) 
(*) (*) 
(*) (*) 
) (*) 
(*) (*) 
(4) es 
(*) = 
(*) (* 
ha C 
C) ( 

lee (*) 
(4) (* 
(*) (4 
(*) (e 

io (4) 
eo C 
(*) ( 

0.1 ic 
(*) (4 
(*) (“ 








(*) (*) 
(*) (*) 

= (*) 
(*) - 
(*) (*) 
(*) 3 
(*) - 
@) (4 
(ea (3 
(*) (* 
(*) (¢ 
(a) Cc 
a) (*) 
(*) (4 
(*) (4 
(*) (" 
(4) (4) 
(*) (4 
(*) (2 
(*) (4 
(*) = 


Numbers of illnesses by category 


Skin Respiratory 
disorders conditions 


Poisonings Hearing loss 





All other illnesses 








Education and health services ............ 0c e eee e ee eee teen eee eee 11 
Educational services ........cec see eee cette eee e eee eeeee seen neeeneeane” 61 (4) 
Health care and social assistance ............ 000 c eee eee eee eee 62 1 

Ambulatory health care’services:: 5. n.ncnenreneeerrrheh pe nidididiienenensanies 621 0.2 
HOS iidiges Nee W Grae e 44 .Gd 4G 8a 4644944244 24 Ge he aGG EGE G ERROR RCH 622 0.6 
Nursing and residential care facilities .......... 00.02. eee 623 0.2 
SocialassiStance™(:- Gi. saiiaia a aaa wales alsalealnal alee eee ee ee a kee ek eed 624 -- 

Leisure and hospitality .......... 00... cece eee e eee eeed 0.3 

Arts, entertainment, and recreation ........... 00. c cece eee eed 71 0.1 
Performing arts, spectator sports, and related industries ..............-2-0-0-e eee eee 711 ‘ 
Museums, historical sites, and similar institutions ................0..0..0..0..0.000. 712 -- 
Amusement, gambling, and recreation industries ............. 0.0 c eee eee eee 713 & 

Accommodation and food Services ......... 0000 c cece eee eee 72 -- 
Accommodation?.<.<.z.a0 >sax2.camek hho nebo se bebbbeoh sais iiss itt ttt 721 7 
Food services and drinking places .............. 0.00.2 c ee eee 722 -- 

Other serviceS ......... 000 c cece eee eee eee eee eee eee eed 7 

Other services, except public administration ...........0.0 cece eee e eee eee 81 4 
Personal ane laundry Sonics: .'. .'a's'y'sta'a'aia'a sa-aleie ais ale sialubalangeaane we eee eee eee eee Dhe 812 -- 
Religious, grantmaking, civic, professional, and similar organizations .................. 813 2 

State and local government ...........0 000 cece eee tees 0.9 
State QOVEIMINGN 5 a5 CREA eae REAR REKRAD ARORA RADAR DRAD ORDA - 


See footnotes at end of table. 
Table 9. Numbers of nonfatal occupational illnesses by selected industries and category of illness, 2009 -- Continued 


Missouri 
(In thousands) 
NAICS 
Industry’ esas? 
Total cases 
Goods-producing®..........0. 00 ccc cece cence cence nee n eee eneeneeeeee (*) 
Constructlon)..éccceeaceseseseeesse se sssee ees esenaeee eee eeeeeeeees i) 


Construction ...... 0.00. eee eee ee eee een eennes 23 (4) 


0.1 


0.1 


0.1 


0.1 


Skin 


disorders 


0.1 


0.1 


0.1 








Numbers of illnesses by category 


Respiratory 
conditions 





Poisonings 











Hearing loss 


All other illnesses 


Heavy and civil engineering construction ........ 0... c cece eeeee 237 (*) (4) (4) 














SOrviCS-Providiig suas ccccica asc aa cae ee eaa ee eee eee EGER a aaa -- -- -- 
Public administration ......... 00. cece cece eee eee eee eee teen eens = - - 
Public administration ......... 0.0 cece cece eee eee eee teen eens 92 o = = 
Justice, public order, and safety activities... 0.06... ene ee 922 3 (4) : 
EOGal GOVEINMENE cece eee dee eS EES EEE ERMAN RRNA NNN OM 0.9 0.1 oe 
Goods-producing®..........0. 0c cece cece cence ence nee e en eeneeneneens ‘ (*) : 
Construction ....... 0... ccc cece eee e eee eneee 7 (4) (4 
Construction ....... 0.00 ccc eee eee eee e eee eee eeaees 23 4 (4) . 
Heavy and civil engineering construction ........ 0.0... c cece eee ee 237 3 (4) (4 
MeIVICR DIOVICING 64 6444444444440400400400 400 e eee eeeeaaeaaees see's 0.9 0.1 - 
Trade, transportation, and utilities’ ........ 0... cece cece eee eee eee eee ne oF (4) 
Transportation and warehousing’ ..............0ccecceeeeceececcneeeeneeues 48-49 (*) (4) (*) 
Transit and ground passenger transportation... 00.0... eee eed 485 (*) (4) (2) 
Education and health services ..........--.2200:e eee cece eee eee 0.4 0.1 (4) 


See footnotes at end of table. 
Table 9. Numbers of nonfatal occupational illnesses by selected industries and category of illness, 2009 -- Continued 


Numbers of illnesses by category 


Missouri 
(In thousands) 
ind ‘ NAICS 
neue ty code? stsial Gases Skin Respiratory 
disorders conditions 
Educational services .........0 ccc cece cece eee eee eee ee eee eens 61 -- (*) ee 
Eduicational-SetviceS 3 2.2 decdcedceeedededdddddeddddddedeteeee eee ey eee 611 = (*) -- 
Health care and social assistance ..........-- 6.600 cece eee eee eee 62 0.2 0.1 E*) 
HOSpitalS ccrcia ccs tadeete Pode dbdd dt dd:d 22-2 odididisiddigiclaisieidieiaaetcdiaeataatd 622 0.2 0.1 (35 
Nursing and residential care facilities .............0.00 0002 c eee 623 ( 4) ( 4) ( =) 


Public'administration:..: 6.4... .00000000eeees esse tee eee eee aen eee ee meena 0.4 (4) 





Poisonings 








Hearing loss | All other illnesses 





See footnotes at end of table. 


Table 9. Numbers of nonfatal occupational illnesses by selected industries and category of illness, 2009 -- Continued 


(In thousands) 


Industry’ 


Public administration 


Justice, public order, and safety activities 


' Totals include data for industries not shown separately. 


North American Industry Classification System -- United States, 2007 Edition 
3 Excludes farms with fewer than 11 employees. 
* Data too small to be displayed. 
Data for mining (Sector 21 in the North American Industry Classification System -- United States, 
2007) include establishments not governed by the Mine Safety and Health Administration (MSHA) rules 
and reporting, such as those in oil and gas extraction and related support activities. Data for mining 
operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health 

Administration, U.S. Department of Labor. Independent mining contractors are excluded from the 
coal, metal, and nonmetal mining industries. These data do not reflect the changes the Occupational 
Safety and Health Administration made to its recordkeeping requirements effective January 1, 2002; 
therefore estimates for these industries are not comparable to estimates in other industries. 

5 Data for mining operators in this industry are provided to BLS by the Mine Safety and Health 


2 


5 





Missouri 


Numbers of illnesses by category 


Skin Respiratory 


Total cases 7 _ 
disorders conditions 


— 
(*) 0.2 
(*) 0.1 


Administration, U.S. Department of Labor. Independent mining contractors are excluded. These 
data do not reflect the changes the Occupational Safety and Health Administration made to its 
recordkeeping requirements effective January 1, 2002; therefore estimates for these industries 
are not comparable to estimates in other industries. 

” Data for employers in rail transportation are provided to BLS by the Federal 
Railroad Administration, U.S. Department of Transportation. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


Table 10. Incidence rates' and numbers of nonfatal occupational injuries by industry, 2009 


Missouri 





2009 
Average 
Industry” annual Incidence rates 
employment* 
(000's) 


(000's) 


All industries including 
State and local government®............00cececeeeeeeceeeeees 2,618.6 


Private Industty:” <4 ieeislelecievivie eee eie'eleleleie evs ove be eteeninnane 2,239.0 

Goods-producing® .............0ccce cee ce cece ceeeeeeeeeeseseseeeeaes 416.4 

Natural resources and mining™®............0.0cccecceeecececeeeeeeneaes 12.4 

Agriculture, forestry, fishing and hunting? ............0..ececeeeeeeeeeeeeeees 78 

Animal production (scope changed in 2009)°... 00.0.0... cece cece e teen e eee ey 3.2 

IMIG eiaiteti cooks BEDS E ASSESSES RADA D ASR ECRER AR ALACEALALAAAAAOR 47 
Mining (except oil and gas)’ Heibiiek bebe bak kkk kk oOo ERR ESSERE 
Call rnin, eos te att 


Me te OTe Crain cic tart tata lata eal taeda nla alee 
Nonmetallic mineral mining and quarrying’ Shaye aise yaneya payer eyaysey apsnser serie eyepspenensanensaysn apgyey-engrey seine 





Construction’. ncaa nanan ae ee ee ee ee ele ee ae 
Construction .... 0.0 cece eee eee eee eee 


Construction of buildings:.....2225¢.¢2¢234423234444 45427424 b4 ee ee ene ene ener 
Residential building construction... .........0 06. cece cette teed 
Nonresidential building construction... 0... 0.0.0.0 cece tee eeeeee 

Heavy and civil engineering construction........... 00.0: cece ete eee 
Utility system construction ....... 0.0.0... ce ee 
Highway, street, and bridge construction. ............ 00.0: e eee eee eee 

Specialty: trade: COMPACtONS: s.-jesesee ee ce at eset ts aha ANNA Ae Nee Ghee Ghat aided ibididtdadsedndeed adeededsebsdstbndsthod ttle 
Foundation, structure, and building exterior contractors... 2.0.0.0... 0: e cece eee 

Poured concrete foundation and structure contractors 
PEST TG) OTA COIS ea sa ste aeskeae testa tease aeidiek dati eae bd aC aad ac alae ae alae Ne acne ae acne ae Aete te' 





See footnotes at end of table. 
Table 10. Incidence rates' and numbers of nonfatal occupational injuries by industry, 2009 -- Continued 





Numbers 


Percent relative standard error 


Incidence rates 


Numbers 


Missouri 
2009 ‘ 
Average Percent relative standard error 
NAICS Numbers 
annual i 
Industry” Be ; Incidence rates (000's) 
employment 


innnie\ Incidence rates Numbers 


\yuy 9) 








ROOFING COMtrACtONS .. oases sees vs a eee a oe na eden ected tf ted desde ted te ded se dl : : 38 
BiUNleiig SquIPINON CONUACIOS ss eee eos pepe beeen se eee ESE Baa cae eaaeauede : . : 24 
Plumbing, heating, and air-conditioning contractors ....................0.0000. : . ; 22 
Other building equipment contractors ........... 0.0... ; ; 4 
Building: TMIShiig CONUACIOIG.. os <s995545945995995545995 5554550800 RRR ERLE : : p 23 
Drywall and insulation contractors ........... 000 cece eect tees : f 54 

Tile and terrazzo contractors ... 1... eee : 19 
Finish carpentry contractors... 1.0... eee eee ; : 46 
Giher-spectally trade ronvaciors = <.2.26.56.4.3.64344544544544554554 ase e rear emngnwy : : 42 
Site. preparation‘contractors' si.5.2¢0oicchocoeiate eines bee tneee nese sasneeineg : : 31 
Allother specialty ade COMBOS iia i kbd beh i eke bee Te eaeaea eee : - 
Wearittta tring ii ec eo a RRR ER es : : é 3 
MAUT ACTING. o5.6556.6.5.6.65 649645644 G AGG ADGADGAD ORRBRRRERRERRERRADRRADRIIIGIS 31-33 : : : 3 
Food manufacturing... 6.2.0.0... cee eee 311 f f : 4 
Animal food manufacturing .... 02.2.2... cece eee teen eee 3111 : : 31 
reineanie cileéed MuUNNG sucs Ges 6 CORRE EEUU CRS COL Ge. Shien ae 3112 : : 21 
Dalry product Manitactuning:. cccec cc eee eee eee eeeeeeeaeee sabes eee eee ieee sy 3115 ‘ : 15 
Animal slaughtering and processing. ................. 0.00.00. e eee eee eee 3116 ; . : 4 
Bakeries and tortilla manufacturing ............ 00. eects 3118 ‘ ; 13 
Bread and bakery product manufacturing............2..0..0 000.0002 0c eee 31181 : : 18 
Comiriercial Dakenes scuuvvucyudeeotesiee eins yaa yeay eee eeweiaad 311812 : : 23 

Cookie, cracker, and pasta manufacturing .............0..0..0..0 000022 e eed 31182 : 8 
Apparel manufacturing (scope changed in 2009) .............. 0.0... e eee ed 315 ; : 15 
Wood product manufacturing ........... 06.6 e eee 321 : E 21 
Other wood product manufacturing........... 0... eee eee 3219 ‘ : 20 
Paper Manufacturing s.c.02 22 fee ee Ae ke eee ee ee ee 322 j : 23 
Printing and related support activities .............. 0.00002 cee eee 323 : 19 
Chemical: manufacturing)... sec.c0 228 223 eee ROAR 325 : E 14 
Basic chemical manufacturing 4 24 gu eee ee ee ed 3251 : ; 33 
Pharmaceutical and medicine manufacturing............... 0.00. e eee eee eee 3254 : : 11 
Paint, coating, and adhesive manufacturing ................ 00 0c cee eee eee eee 3255 : : 42 
Soap, cleaning compound, and toilet preparation manufacturing 3256 : : 31 








Other chemical product and preparation manufacturing....................0..0--. 3259 ‘ ; 30 





See footnotes at end of table. 
Table 10. Incidence rates' and numbers of nonfatal occupational injuries by industry, 2009 -- Continued 


Missouri 










2009 
Average 
Industry” annual Incidence rates 
employment* 
(000's) 


Percent relative standard error 
Numbers 

(000's) 
Incidence rates Numbers 


Plastics and rubber products manufacturing (scope changed in 2009).................. 
Plastics product manufacturing (scope changed in 2009)...............-.-.-2-2--4 20 
Rubber product manufacturing (Scope changed in 2009)............. cee eee eee ee 27 
Nonmetallic mineral product manufacturing.............. 0.0... eee eee 34 
Primary.metalimanufacturing.}2..22sc0¢.veeeeneceeeeeededidedenedededddddddd dads 6 


Fabricated metal product manufacturing............0..0 0.000022 eee eee 332 





Forging and: Stamping). seeded digit ols ote ee eee ee de ee eee dade eee be bade 3321 
Architectural and structural metals manufacturing ................... 000s eee eee 3323 
Boiler, tank, and shipping container manufacturing...............0..0..0..0.00-. 3324 
Spring and wire product manufacturing..............0..0..0 0.0000. c eee eee ee 3326 
Machine shops; turned product; and screw, nut, and bolt manufacturing.............. 3327 
Coating, engraving, heat treating, and allied activities.......... 0.0... eee eee 3328 
Other fabricated metal product manufacturing ................ 0.00 c eee eee eee 3329 
Machinery manufacturing (scope changed in 2009) ......................0.00-0000-4 333 
Ventilation, heating, air-conditioning, and commercial refrigeration 
equipment manufacturing (scope changed in 2009) ....................0..0.08. 3334 
Metalworking machinery manufacturing ...........-..-0 cece eee eee 3335 
Other general purpose machinery manufacturing (scope changed in 2009)...........] 3339 
Computer and electronic product manufacturing ........ 2.0... 0. cece ee eee 334 
Electrical equipment, appliance, and component manufacturing ...................0... 335 
Other electrical equipment and component manufacturing.....................-..4 3359 
Transportation equipment manufacturing (scope changed in 2009) .................... 336 
Motor vehicle body and trailer manufacturing..................... 0.0... 0.0000005 3362 
Motor vehicle parts manufacturing .............. 000.0000 0 eee 3363 
Office furniture (including fixtures) manufacturing ...................00.0 0. eee eee 3372 
Other furniture related product manufacturing ...................00.0 eee eee eee] 3379 
Miscellaneous MANUTACIUNNG civic eee le eee 339 


DSIVICS-DIOVIdING ci 20k Ka R Raa eRR een aa eee ee eee eee eee ee eee eee 


Trade, transportation, and utilities’... .. 20.0.0... cece cece eee eee eee eee 


WHGIESAIE TOUS sca di COCO eR Ee 42 
Merchant wholesalers, durable goods ..............0 0.0.00 c eee eee 423 
Motor vehicle and motor vehicle parts and supplies merchant wholesalers ............ 4231 


See footnotes at end of table. 
Table 10. Incidence rates’ and numbers of nonfatal occupational injuries by industry, 2009 -- Continued 


Missouri 


industn? NAICS 

ndustr codée 
Lumber and other construction materials merchant wholesalers .................... 4233 
Electrical goods merchant wholesalers ........... 0000 e cette teens 4236 
Hardware, and plumbing and heating equipment and supplies merchant wholesalers . . . 4237 
Machinery, equipment, and supplies merchant wholesalers ...........-.----2-+0+005 4238 
Merchant wholesalers, nondurable goods ............... 00000 e cee eee ee 424 
Grocery and related product merchant wholesalers .............-0-020 eee ee eeeeee 4244 
Miscellaneous nondurable goods merchant wholesalers ...................00-0005 4249 
Retail trades 26 esecc cea eileen ve wee a alee oe wesc cee ceecie die eieieeieitidicidieiciewieaie 44-45 
Motor vehicle’and parte dealers: os wwwww aww www www ww w ww WWW WWW WWE 6444444455555 441 


‘Automobile:dealers's3.:.5.5.5-6.3.6.3-6.0-5-4-9.3-9-0-0-0-6-g0-dg-ag- ee ee ae RA Re eee eee 4411 








31.0 4.6 13 12 12 
14 8.2 8 15 17 
7.7 6.6 0.5 24 25 
2.5 5.5 9 34 32 
1.6 4.6 2 9 10 
4.6 3.1 8 43 44 
3.3 3.0 3 40 41 
9.8 3.4 2 13 13 

28.2 4.5 1.2 7 7 
9.1 41 9 3 3 
5.2 2.8 8 27 27 
5.3 41 2 10 11 
6.9 21 8 23 23 

12.0 3.2 3 5 5 
5.6 2.9 8 11 | 

38.3 4.7 1.6 3 3 
3.1 5.6 8 21 21 
9.4 4.9 9 6 6 
2.3 4.4 8 28 26 
1.8 3.2 9 4 5 
9.3 3.7 7 20 20 

1,822.6 3.1 45.9 3 3 
527.4 3.6 16.7 4 4 
122.5 27 3.1 10 10 

60.1 2.5 1.5 15 15 

9.5 4.2 (°) 21 20 





2009 


Percent relative standard error 
Average 


annual Incidence rates Brattle 
; r (000's) 
oo Incidence rates Numbers 

4.4 3.9 (°) 20 20 

6.6 0.5 (°) 43 4 

5.1 15 (9) 23 a 

15.4 2.8 (°) 43 42 

38.0 3.9 1.4 14 14 

12.2 47 0.6 22 22 

7.2 14 (ea) 52 50 

306.7 3.6 8.8 6 6 

36.4 3.6 1.3 16 16 

22.3 3.7 0.8 15 14 


Automotive parts, accessories, and tire storeS ..... 2.2.2... ce eee eee 
Furniture and home furnishings stores .......... 0.00.00. cece cee eee 
Electronics and appliance stores .... 00.0... cect eet 
Building material and garden equipment and supplies dealers 

Building material and supplies dealers ............ 0.00000 c eee eee 
Food.aind beverage stores «on: .0e kk ee ne ee de dee eee ke kee dedadadeeaae 

Grocery'stores:s).2 12,220 bb ee. Pe Pe bee sees ei eri be eeae near asareneneneann nie 
Health and personal care storeS ... 1... eet teen eeeeeeey 
Gasoline StationSisss¢3.c¢.56 4 Seka he 28 2E EASES EEG EE GEE ERE E RARE bbb bub bre bua 
Clothing and clothing accessories storeS .... 0.2.2.0. c ect ett eeee 
Sporting goods, hobby, book, and music stores ............ 0000 cece eee eee eee 
General merchandise stores ........ 0.000 cect tte ete eens 

Dec Ce Te rrr 

Other general merchandise stores ........... 00.00 c eee eee eee 
Nonstore retailers..i:.s2..cne ve cena hahah a HERE R RR RR RR EE Ree aie minainaidaiaiainaenaane’ 


Transportation and warehousing® aa arc er Erie brie Beir ie ele tele ior or ier ace ache ace ari aie ae ence EE 


Rail transportation® Late Peekeekeeeheeeeeseceeeeeeeeeked.c tec deddee ded ee gid oe 
ruck transportation ve .a7 se es eee eh a a a 2 ee 
General freight trucking .............0 20 cece tet eens 
Specialized eight tucking... .vas cesses sasve area e na was oddddddddddddddwaas 
Transit and ground passenger transportation ........ 0.0.0 c eee teed 
Couriers and imessergefe. re ee ei ChE Ee eC el 





See footnotes at end of table. 
Table 10. Incidence rates' and numbers of nonfatal occupational injuries by industry, 2009 -- Continued 


Missouri 





2009 
Average 


Percent relative standard error 


NAICS Numbers 
annual Incidence rates ' 
Industry” code? aad (000's) 
Incidence rates Numbers 

(00's) 
Warehousing and storage ..... 6... 2. cee 493 12.7 41 0.5 24 23 
UthitleS:: Sonannnannnnercr renner eee sacseeraceasarcosassesarooadas 22 12.6 5.1 0.6 17 14 
Utilitie Swede ett detateetouee bg beg RN eek oe FG So 8G tats le te ei ie eee ioe 221 12.6 5.1 0.6 17 14 
Electric power generation, transmission and distribution. .....................200- 2211 8.4 27 (°) 32 32 
Natural: Gas:disthbution:.2ss2.202¢ca¢¢aaneesaeeettaeet ia gree eee EEE ESE G EES 2212 2.9 10.9 (2) 10 11 
Water, sewage and other systeMS ..... 0.6... cece ete eee 2213 1.3 8.3 (7) 34 38 
WiTONIN ALON 44544445544544444446444444444 48 5555595995 9 Ooo Ree DERE eee Oe 61.9 1.0 0.5 19 19 
IGTQTINIGUON, face ce eee ERR ARRA Re eee eEe EE Ee Eee eee re 51 61.9 1.0 0.5 19 19 
Publishing industries (except Internet) .............. 0.00.00. ee eee eee 511 17.6 0.9 ( 9) 37 33 
Newspaper, periodical, book, and directory publishers.................0..0..0..2. 5111 14.5 11 (2) 34 33 
Telecommunications (scope changed in 2009) ................0 0.0.20. c eee eee ee 517 22.0 1.2 ep 34 33 
Data processing, hosting, and related services (scope changed in 2009)...............-. 518 10.9 0.5 (2) 24 25 


Financial activities ........ 0.00 eee eee eee 159.8 0.9 1.3 14 13 


Finance and insurance .......... 060 e eee e een eee 


Credit intermediation and related activities ........ 0.0.0... cece cette eee 
Insurance carriers and related activities ........ 00.0... cece eee 


Real estate and rental and leasing ............ 000. c cece cece ee eee eed 


Real estate (scope changed in 2009) ..........-.-2- cece e cece eee teed 
Rental and leasing services ..... 0.0.0... cece ete 


Professional and business ServiceS ...........020e cece cece eee eee eed 
Professional, scientific, and technical services 


Management of companies and enterprises ...........0.0eee cece eee eee eee 





See footnotes at end of table. 
Table 10. Incidence rates’ and numbers of nonfatal occupational injuries by industry, 2009 -- Continued 


Missouri 





2009 
Average 


Percent relative standard error 


NAICS Numbers 
annual Incidence rates 
Industry code? Sear (000's) 
Incidence rates Numbers 
(000's) a 

Administrative and support and waste management and remediation services ... . 56 138.8 2.7 2.8 14 14 
Administrative and support services (scope changed in 2009) .....................0.. 561 133.0 2.5 2.4 16 16 
Waste management and remediation services ...... 0.0... 0c ccc eee 562 5.9 5.7 (2) 16 16 
Education and health services .........0. 00 cee eee eee eee eee eee 375.3 4.4 13.3 4 3 
Educational Services ciccccsccsccaesreererrerreerer ran keekeekeeee eae ee ees 61 48.8 2.4 1.0 11 14 
Health care and social assistance ............ 0c e eee eee eee 62 326.5 4.7 12.3 4 4 
Ambulatory health care services ..............0 0.000002 cece eee 621 100.8 aul AZ 13 12 
OffiGes:OF DNYVSICIANS 2c cscs rae eee ee ae aie ae ee as te ss es ee as 6211 39.5 1.5 0.5 28 27 
Offices of other health practitioners... 0... 2... ceed 6213 12.6 0.9 (7) 53 49 
Home'healthicare Services es. s2sesnsnennnennnnnnennnanenecenenpepene penne: 6216 16.6 Lees 0.6 16 17 
FOS PI tea Sac cease Pes ected tt et Re eS acy a tay cathe a ata Neate nara 622 109.1 5.6 5.1 1 1 
General medical and surgical hospitals ................0..0..0..0..0.00..0-..-] 6221 103.6 5.6 4.9 1 1 

Nursing and residential care facilities .............0 0.0.00... c ee eee 623 70.4 7.0 3.9 
BOUE GSSIS ANC ad toe eens eee eee eee eee nenenennennenmaaenen + 624 46.2 4.5 1.5 21 21 
Individual and family services .............0 0.00 eee 6241 23.3 5.3 0.9 24 25 
Leisure and hospitality.......... 00... ccc cece eee eee 280.0 4.0 fe 8 8 


Arts, entertainment, and recreation ........... 2020 e cece eee eee eed 71 43.4 51 1.4 9 10 


Performing arts, spectator sports, and related industries 
Museums, historical sites, and similar institutions ................ 00.0: e eee eee eee 
Amusement, gambling, and recreation industries .............. 000 c eee eee eee 


Accommodation and food Services .........0002 cece cece nee eee eee nee 


Accommodation? 2cjAc ide il ee SS PSPS EP ESE PEPE ES ESE PE: 
Food services and drinking places .............. 00.00... eee eee 
FUll-S@MViCO TOSTAUNANIS 2 \epccicc ses gsgrrqrorqegentargtcrgtgrsngearatwrstarangrannen Poe oe eR OEE REEL ROE EES 
LIPIMGOSOIVICS Galing PACES iin G UN GUE G EUG OU GU uae iia iunbrsibnbndibnbnsibinlrdinied 





See footnotes at end of table. 
Table 10. Incidence rates' and numbers of nonfatal occupational injuries by industry, 2009 -- Continued 


Missouri 





2009 
Average 


Percent relative standard error 


NAICS Numbers 
annual Incidence rates ' 
Industry” aadee nine (000's) 
Incidence rates Numbers 
(00's) 

Other serviceS ...... 0... c cece cece tee eee e eee e eee eee eee ened 86.3 3.3 1.9 21 20 
Other services, except public administration ............ 0.000 cece eee eee eee 81 86.3 3.3 19 21 20 
Personal and household goods repair and maintenance .............. 0. cece eee 8114 1.2 (°) (°) 4 38 
Personal abd laundry Seriese.. Sitch be rete reece ret heehee dake 812 26.2 3.1 0.6 36 37 
Religious, grantmaking, civic, professional, and similar organizations.................. 813 22.7 3.1 0.5 34 33 
State and local government...........00 cece cece ee eee nee eee 379.5 5.0 16.2 13 12 
Stale GOVEFNIMENL.. « occ cccceeeseedeedeeeeee esse eee eae eaeenaaaas -- - -- -- -- 
Goods-produicing? <4 .1666460 nek 6.8 6.5 (°) 13 13 
Constructlon?: sasseceseeessseteeeeseeeee ee saeeeneeeeeeenna aac mites 6.8 6.5 (9) 13 13 
Construction ..... 0... 6c eee eee eee neeennes 23 6.8 6.5 (9) 13 13 
Heavy and civil engineering construction .......... 0.00... eee 237 6.8 6.5 ( 2) 13 13 
SOMViGS Pow iA ha EET EEE EERE PEPPER PEPE PREP PPP OTE OD -- -- -- -- -- 
Public administration .........0. 00... ccc eee eee eee eee eee 45.0 4.8 2.2 14 12 
PUBIC SOMINISHALON «66 kee eae eee eed ee deed ee den kn ekee nue eue nue euae eas 92 45.0 4.8 2.2 14 12 
Justice, public order, and safety activities ......... 0.0.0 922 18.6 6.5 1.2 11 3 
Justice, public order, and safety activities......... 0.0... cect eee 9221 18.6 6.5 1.2 11 3 

ROliCe: Protections so. c0e eae ee ES Old ood oii m a mmmmeanniens 92212 2.4 8.2 (ap 4 4 


LGeal GOVEMINENE.. 25.4:5.5.5.565.66E66E00005 005506000080 08 08 CEO CCCEM 282.7 4.5 10.2 20 19 


Goods-producing® 


CONSTRUCTION ia casccidiinccnccavesmineauteaia aiatidtsditodi didi ual ie tata eae nine Ree eRe ee eee 





See footnotes at end of table. 
Table 10. Incidence rates' and numbers of nonfatal occupational injuries by industry, 2009 -- Continued 


Missouri 





2009 
Average 
Industry” annual Incidence rates 
employment* 
(000's) 


Percent relative standard error 
Numbers 
(000's) 
Incidence rates Numbers 


COPS TELCO oa 6 a4 0404 0194009408494 REER EERIE SA EAA EAA EERE ARERR RAEN 42 
Heavy and civil engineering construction ......... 00.0. cece eee 45 
Service-providing ....... 00.0.0 ccc eee eee eee eee eee 19 

Trade, transportation, and utilities’... 0.0... c cece cece eee eee eee eee 16 
Transportation and warehousing’ ..............0ccecceececeecnecneeeeneeues 33 
Transit and ground passenger transportation ........ 2.0... cece tee eed 33 
Education and health services ........ 00.00. c cece eee eee eee 30 
Educational services .......... 0.00 cece cece eee eee teens 37 
Educational S6nvices.coceeee een eee e eee eee eee eee eee eee eded ddd ddddddddddoadwe 37 
Elementary and secondary schools............ 0.00. c eee ed 39 
Health care and social assistance .......... 0.00 cece eee eee eee 12 
HOS Pitall Ss. 2a.2.0,ceecctehcee th cet cet cat wo sete ele teeta Soh tte Rete hes cts cts hohe sb SS Ses SO teh 14 
Nursing and residential care facilities .......... 00.0.0 ceed 22 
Pablic SOMINISHAON 3 3.002002c0n eee eee eee eee Re eRe ee ee ee 19 
Public administration 63505600008 k eee Pee EERE REDE EER RRRRARRR RRR RRR RR RRR RE 19 
Justice, public order, and safety activities ........ 00.00. 26 


See footnotes at end of table. 
Table 10. Incidence rates’ and numbers of nonfatal occupational injuries by industry, 2009 -- Continued 


Missouri 





2009 
Average 


annual Incidanra ratac 


Percent relative standard error 


NAICS Numbers 


Induct 2 


mruusuy 


Justice, public order, and safety activities ....... 0.0... cece ects 
Police Protection wi cece cee aeeg knees 299499008 deerme 8 
Fire:protection..\ ave ee Po ooo ooo ooo eo oT EERE OEE] 


' Incidence rates represent the number of injuries per 100 full-time workers and were calculated as: 
(N/EH) x 200,000 where 


N = number of injuries 
EH = total hours worked by all employees during the calendar year 
200,000 = base for 100 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 


? Totals include data for industries not shown separately. 

3 North American Industry Classification System 2007 Edition 

7 Employment is expressed as an annual average and is derived primarily from the BLS-State Quarterly 
Census of Employment and Wages. 

° Excludes farms with fewer than 11 employees. 

® Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and 
reporting, such as those in oil and gas extraction and related support activities. Data for mining operators in 
coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. 
Department of Labor. Independent mining contractors are excluded from the coal, metal, and nonmetal 





employment* 
(000's) 


Incidence rates Numbers 


26 
37 
37 


mining industries. These data do not reflect the changes the Occupational Safety and Health Administration 
made to its recordkeeping requirements effective January 1, 2002; therefore estimates for these industries 
are not comparable to estimates in other industries. 

’ Data for mining operators in this industry are provided to BLS by the Mine Safety and Health Administration, 
U.S. Department of Labor. Independent mining contractors are excluded. These data do not reflect the changes 
the Occupational Safety and Health Administration made to its recordkeeping requirements effective January 1, 
2002; therefore estimates for these industries are not comparable to estimates in other industries. 

8 Data for employers in rail transportation are provided to BLS by the Federal Railroad 
Administration, U.S. Department of Transportation. 

° Data too small to be displayed. 

' Relative standard errors were not calculated for mining, except oil and gas (NAICS 212), and rail 
transportation (NAICS 482). 

" Relative standard error less than 0.5. 


NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 

SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 

Injuries and Illnesses, in cooperation with participating State agencies. 


Table 11. Incidence rates' of nonfatal occupational injuries and illnesses by industry sector and selected case types, 2007-2009 


Total recordable cases 


Industry Sector? 


All industries including State and local government .............. 


Private industry® seeMaiar i niinsatinatintntieiailetanjaiatctiatttat infer ntatimiatitiatiat/atin slot ateaevauata’e 
Goods-producing®...........0ccccece cece eee e eee eeeeeees 
Natural resources and mining’. ................00000005 
Agriculture, forestry, fishing and hunting? 


Manufacturing .........00 0c cece eects 
Service-providing ......... 202 c eee eee 
Trade, transportation, and utilities’ .............. 00.0. 0e ee 
Wholesale trade ........... 00 eee eee eee eee eee 
Retail trade... 0... ccc eee 
Transportation and Warehousing ................0.005 
Utilities <3 svsecees eases eee ers Poe eee neaied 
INIOFMATON ssw eee ee Rae e aed 
Financial activities ............. 6 cece eee eed 
Professional and business services .............0+e0e005 
Education and health services ..............0.0eeeeeeees 
Educational services ...........00 cece eee eee eee 
Health care and social assistance .............0.00005 
Leisure and hospitality.......... 0.0... ccc cece eee eee 
Other services, except public administration 


State and local government...........0.0 eee e eee eee eee eee 
State: GOVEFNMONl .::3:o:sieie.c'encianciaciaieinendaireidandaigiargiieuanenveryeaye 
Local GOVErMeNt «0.00 scnseasansaeseaseesae sae eee eee ed 


' Incidence rates represent the number of injuries and illnesses per 100 full-time workers and were 


calculated as: (N/EH) x 200,000 where 


N = number of injuries and illnesses 
EH = total hours worked by all employees during the calendar year 
200,000 = base for 100 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 

? North American Industry Classification System, 2007 Edition 

3 Excludes farms with fewer than 11 employees. 

* Data for mining (Sector 21 in the North American Industry Classification System, 2007 
edition) include establishments not governed by the Mine Safety and Health Administration (MSHA) 
rules and reporting, such as those in oil and gas extraction and related support activities. Data for 
mining operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and 
Health Administration, U.S. Department of Labor. Independent mining contractors are excluded 





Missouri 


Cases with days away from work, job transfer, or restriction 


ases with days away [Cases with job Wanster or] Other recordable cases 
Total 6 eu 
from work restriction 
2007 | 2008 | 2009 | 2007 | 2008 | 2009 | 2007 | 2008 | 2009 | 2007 | 2008 | 2009 } 2007 | 2008 | 2009 
-- 3.8 3.8 -- 1.7 1.6 -- 0.8 0.8 -- 0.9 0.8 -- 2.1 2.2 


from the coal, metal, and nonmetal mining industries. These data do not reflect the changes 
OSHA made to its recordkeeping requirements effective January 1, 2002; therefore 
estimates for these industries are not comparable to estimates in other industries. 
° Data for employers in railroad transportation are provided to BLS by the Federal 
Railroad Administration, U.S. Department of Transportation. 
° Days-away-from-work cases include those that result in days away from 
work with or without restricted work activity. 
“ Data too small to be displayed. 
NOTE: Because of rounding, components may not add to totals. Dash indicates data do not meet 
publication guidelines. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational 
Injuries and Illnesses, in cooperation with participating State agencies. 


2009 Case and Demographic Data 


Private Industry 
e There were 14,550 nonfatal occupational injuries and illnesses involving days away from work in Missouri private 
industry in 2009. The incidence rate was 77.7. 


e Goods-producing sectors had 4,030 (27.7%) of the injuries and illnesses with days away from work in private 
industry in 2009. This number was statistically significantly reduced from 5,150 cases in 2008. The incidence rate 
for the total goods-producing sectors was 104.6. 


e The manufacturing major industry sector had 2,480 nonfatal occupational injuries and illnesses involving days away 
from work in 2009. 


e Service-providing sectors had 10,520 (72.3%) of the injuries and illnesses with days away from work in private 
industry in 2009. The incidence rate for the total service-providing sectors was 70.7. 


e The trade, transportation, and utilities major industry sector had 4,340 nonfatal occupational injuries and illnesses 
involving days away from work in 2009. 


e Male workers accounted for 64.3% of the nonfatal occupational injuries and illnesses involving days away from 
work. Female workers accounted for 35.3% of the injuries and illnesses. 


e Workers aged 35 to 44 accounted for 24.7% of the injuries and illnesses. Workers aged 45 to 54 accounted for 
24.0%. 


e Workers with more than 5 years of service with the employer accounted for 38.1% of the injuries and illnesses. 
Workers with 1 to 5 years of service accounted for 35.9%. 


e White only was the race or ethnic origin accounting for 51.6% of the injuries and illnesses. The race or ethnic origin 
was not reported in 37.7% of the cases. 


e The occupational group with the most nonfatal occupational injuries and illnesses involving days away from work 
was transportation and material moving occupations with 3,150 (21.6% of the private industry total). 


e The occupation with the most injuries and illnesses was truck drivers, heavy and tractor-trailer with 1,310 (9.0% of 
the total). 


e Sprains, strains was the nature of injury, illness accounting for 39.0% of the nonfatal occupational injuries and 
illnesses involving days away from work. 


e Trunk was the part of body accounting for the most injuries and illnesses (32.6%). 


e Floor, ground surfaces was the source of injury, illness accounting for 22.7% of the injuries and illnesses involving 
days away from work. 


e Contact with object, equipment was the event or exposure accounting for the most injuries and illnesses (28.0%). 


e There were seven median days away from work in private industry in 2009. Male workers had 11 median days away 
from work; female workers had five median days. 


e Private industry goods-producing sectors had 11 median days away from work. Service-providing sectors had six 
median days away from work. 


e The time of event category, 8:01 A.M. to 12:00 noon, accounted for 29.1% of the nonfatal occupational injuries and 
illnesses involving days away from work in private industry in 2009. 


e The hours on the job before event occurred category, 4 hours to less than 6 hours, had 19.8% of the injuries and 
illnesses. 


e Wednesday was the day of the week accounting for 18.4% of the injuries and illnesses. 


State Government 


e There were 20 nonfatal occupational injuries and illnesses involving days away from work in the construction major 
industry sector in 2009. 


There were 230 injuries and illnesses in the public administration major industry sector. 


Local Government 


There were 2,190 nonfatal occupational injuries and illnesses involving days away from work in Missouri local 
government in 2009. The incidence rate was 96.0. 


Goods-producing sectors had 110 (5.0%) of the injuries and illnesses with days away from work in local 
government. The incidence rate was 210.8. 


Construction had 110 nonfatal occupational injuries and illnesses involving days away from work in 2009. 


Service-providing sectors had 2,070 (94.5%) of the injuries and illnesses in local government. The incidence rate 
was 93.2. 


Education and health services had 1,030 nonfatal occupational injuries and illnesses involving days away from work 
in 2009. 


Male workers accounted for 58.9% of the nonfatal occupational injuries and illnesses involving days away from 
work. Female workers accounted for 41.1% of the injuries and illnesses. 


Workers aged 45 to 54 accounted for 31.1% of the injuries and illnesses. Workers aged 35 to 44 accounted for 
29.2%. 


Workers with more than 5 years of service with the employer accounted for 41.6% of the injuries and illnesses. 
Workers with 1 to 5 years of service accounted for 38.8%. 


White only was the race or ethnic origin accounting for 64.4% of the injuries and illnesses. The race or ethnic origin 
was not reported in 28.8% of the cases. 


The occupational group with the most nonfatal occupational injuries and illnesses involving days away from work 
was protective service occupations with 650 (29.7% of the local government total). 


The occupation with the most injuries and illnesses was janitors and cleaners, except maids and housekeeping 
cleaners with 500 (22.8% of the total). 


Sprains, strains was the nature of injury, illness accounting for 34.7% of the nonfatal occupational injuries and 
illnesses involving days away from work. 


Trunk was the part of body accounting for the most injuries and illnesses (36.1%). 


Floor, ground surfaces was the source of injury, illness accounting for 32.0% of the injuries and illnesses involving 
days away from work. 


Overexertion was the event or exposure accounting for the most injuries and illnesses (21.9%). 


There were seven median days away from work in local government in 2009. Male workers had eight median days 
away from work; female workers had five median days. 


Local government goods-producing sectors had 19 median days away from work. Service-providing sectors had 6 
median days away from work. 


The time of event category, 8:01 A.M. to 12:00 noon, accounted for 50.7% of the nonfatal occupational injuries and 
illnesses involving days away from work in local government in 2009. 


The hours on the job before event occurred category, 2 hours to less than 4 hours, had 42.5% of the injuries and 
illnesses. 


Thursday was the day of the week accounting for 24.7% of the injuries and illnesses. 





Chart 1. Occupations with the most injuries and illnesses 
with days away from work, 
Missouri, private industry, 2009 
Truck drivers, heavy and tractor-trailer 1,310 
Construction laborers 730 
Nursing aides, orderlies, and attendants 700 
Laborers and freight, stock, and material movers, hand 700 
Truck drivers, light or delivery services 320 
Combined food preparation and serving workers, including fast food 270 
First-line supervisors/managers of retail sales workers 270 
Stock clerks and order fillers 260 
Janitors and cleaners, except maids and housekeeping cleaners 240 
Automotive body and related repairers 230 
0 200 400 600 800 1,000 1,200 1,400 
Injuries and Illnesses 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Automotive body and related repairers 230 


Janitors and cleaners, except maids and housekeeping cleaners 240 
Stock clerks and order fillers 260 
First-line supervisors/managers of retail sales workers 270 
Combined food preparation and serving workers, including fast food 270 
Truck drivers, light or delivery services 320 
Laborers and freight, stock, and material movers, hand 700 
Nursing aides, orderlies, and attendants 700 
Construction laborers 730 


Truck drivers, heavy and tractor-trailer 1310 





Chart 2. Occupations** with the highest median days away from work, 
Missouri, private industry, 2009 


Automotive body and related repairers 

Construction laborers 

First-line supervisors/managers of food preparation and serving.. 
Truck drivers, heavy and tractor-trailer 

Plumbers, pipefitters, and steamfitters 

Mobile heavy equipment mechanics, except engines 

First-line supervisors/managers of construction trades and.. 
Structural iron and steel workers 

Welders, cutters, solderers, and brazers 

Reservation and transportation ticket agents and travel clerks 
Truck drivers, light or delivery services 

Electricians 

Cleaners of vehicles and equipment 

Carpenters 

Maintenance and repair workers, general 

Janitors and cleaners, except maids and housekeeping cleaners 
Personal and home care aides 

Retail salespersons 

Landscaping and groundskeeping workers 


All occupations 





0 20 40 60 80 100 120 140 160 180 200 


Median days away from work 
(**Occupations shown had more than 1/2% of total days away from work cases) 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


All occupations 

Landscaping and groundskeeping workers 

Retail salespersons 

Personal and home care aides 

Janitors and cleaners, except maids and housekeeping cleaners 
Maintenance and repair workers, general 

Carpenters 

Cleaners of vehicles and equipment 

Electricians 

Truck drivers, light or delivery services 

Reservation and transportation ticket agents and travel clerks 
Welders, cutters, solderers, and brazers 

Structural iron and steel workers 


First-line supervisors/managers of construction trades and extraction workers 


Mobile heavy equipment mechanics, except engines 
Plumbers, pipefitters, and steamfitters 
Truck drivers, heavy and tractor-trailer 


First-line supervisors/managers of food preparation and serving workers 


Construction laborers 
Automotive body and related repairers 





Chart 3. Median days away from work due to injury or illness 
by event or exposure, 
Missouri, private industry, 2009 
Fall to lower level 21 
Caught in equipment 20 
Transportation accidents 14 
Repetitive motion 11 
Fires and explosions 9 
Overexertion 8 
Assaults and violent acts by person 7 
Slips, trips, loss of balance - without fall 7 
Fall on same level 7 
Assaults by animal 5 
Exposure to harmful substances 4 
Struck against object 4 
Struck by object 4 
0 5 10 15 20 25 
Median days away from work (All events = 7 days) 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Bruises, contusions 
Chemical burns 

Cuts, lacerations 
Punctures, except bites 
Tendonitis 

Carpal tunnel syndrome 
Sprains, strains, tears 
Multiple injuries 

Heat burns 
Amputations 

Fractures 


Head 

Body systems 
Toe 

Eye 

Neck 
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Hand, except finger 
Finger 

Multiple parts 
Ankle 

Wrist 

Trunk 

Knee 

Foot, except toe 
Arm 

Shoulder 


Furniture and fixtures 


Chemicals and chemical products 


Containers 


Tools, instruments, and equipment 


Health care patient 
Parts and materials 


Worker motion or position 
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Struck by object 

Struck against object 

Exposure to harmful substances 
Assaults by animal 

Fall on same level 

Slips, trips, loss of balance - without fall 
Assaults and violent acts by person 
Overexertion 

Fires and explosions 

Repetitive motion 

Transportation accidents 

Caught in equipment 

Fall to lower level 
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Chart 4. Median days away from work due to injury or illness 
by source of injury or illness, 
Missouri, private industry, 2009 
Machinery 19 
Vehicles 10 
Floors, walkways, ground surfaces 9 
Worker motion or position 8 
Parts and materials 8 
Health care patient 5 
Tools, instruments, and equipment 5 
Containers 5 
Chemicals and chemical products 4 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 5. Median days away from work due to injury or illness 
by part of body affected, 
Missouri, private industry, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 6. Median days away from work due to injuries or illnesses 
by nature, Missouri, private industry, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 7. Median days away from work due to injury or illness 
by age of worker, Missouri, private industry, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 8. Distribution of injuries and illnesses by length of service, 
Missouri, private industry, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 9. Distribution of injuries and illnesses by age of worker, 
Missouri, private industry, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 10. Distribution of injuries and illnesses to all workers 
by occupation, Missouri, private industry, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 11. Distribution of injuries and illnesses to White workers 
by occupation, Missouri, private industry, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 12. Distribution of injuries and illnesses to Hispanic or Latino workers 
by occupation, Missouri, private industry, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 13. Distribution of injuries and illnesses to Black or African American 
workers by occupation, Missouri, private industry, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 14. Distribution of injuries and illnesses to Asian workers 
by occupation, Missouri, private industry, 2009 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 15. Distribution of injuries and illnesses to American Indian or Alaska 
Native workers by occupation, Missouri, private industry, 2009 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 16. Number of occupational injuries and illnesses 
involving days away from work for selected occupations, 
Missouri, private industry, 2003-2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 17. Number of injuries and illnesses 
with days away from work, 2003-2009 
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Chart 18. Distribution of injuries and illnesses by event or exposure, 
Missouri, private industry, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 19. Distribution of injuries and illnesses by source of injury or illness, 
Missouri, private industry, 2009 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 20. Distribution of injuries and illnesses by part of body affected, 
Missouri, private industry, 2009 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 21. Distribution of injuries and illnesses by nature of injury or illness, 
Missouri, private industry, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 22. Distribution of Musculoskeletal disorders by part of body affected 
Missouri, private industry, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 23. Distribution of Musculoskeletal disorders by nature of injury or illness 
Missouri, private industry, 2009 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 24. Distribution of Musculoskeletal disorders by source 
of injury or illness, Missouri, private industry, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 25. Distribution of Musculoskeletal disorders by event leading to 
injury or illness, Missouri, private industry, 2009 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 26. Occupations with the most injuries and illnesses 
with days away from work, 
Missouri, local government, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Emergency medical technicians and paramedics 

Registered nurses 

Elementary school teachers, except special education 

Truck drivers, heavy and tractor-trailer 

Bus drivers, transit and intercity 

Nursing aides, orderlies, and attendants 

First-line supervisors/managers of fire fighting and prevention workers 
Fire fighters 

Police and sheriff's patrol officers 

Janitors and cleaners, except maids and housekeeping cleaners 





Chart 27. Occupations*™ with the highest median days away from work, 
Missouri, local government, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 28. Median days away from work due to injury or illness 
by event or exposure, Missouri, local government, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart. 29 Median days away from work due to injury or illness by source 
of injury or illness, Missouri, local government, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 30. Median days away from work due to injury or illness by 
part of body affected, Missouri, local government, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 31. Median days away from work due to injuries or illnesses by nature, 
Missouri, local government, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 32. Median days away from work due to injury or illness by age of worker, 
Missouri, local government, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


20 to 24 

25 to 34 

35 to 44 

45 to 54 

55 to 64 

65 and over 
Not Reported 


PON OO WON 










Chart 33. Distribution of injuries and illnesses by length of service, 
Missouri, local government, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 34. Distribution of injuries and illnesses by age of worker, 
Missouri, local government, 2009 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 35. Distribution of injuries and illnesses to all workers 
by occupation, Missouri, local government, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Management, Business, and Financial Occupations 
Professional and Related Occupations 

Service Occupations 

Sales and Related Occupations 

Office and Administrative Support Occupations 
Farming, Fishing, and Forestry Occupations 
Construction and Extraction Occupations 
Installation, Maintenance, and Repair Occupations 
Production Occupations 

Transportation and Material Moving Occupations 
Not reported 


all 


20.0 
190.0 
1,590.0 


20.0 


90.0 
70.0 
20.0 
170.0 


White 


100.0 
1,050.0 


70.0 
40.0 


120.0 


Hispanic o1 Black or Af Asian 


80.0 


30.0 


American | Native Hav Multi-race Hispanic ai Not reported 


80.0 
450.0 


20.0 


COOMANONRWN = 


SCAOCONH0N=A0N— 













Chart 36. Distribution of injuries and illnesses to White workers 
by occupation, Missouri, local government, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 37. Distribution of injuries and illnesses to Black or African American 
workers by occupation, Missouri, local government, 2009 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 38. Number of occupational injuries and illnesses 
involving days away from work for selected occupations, 
Missouri, local government, 2003-2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 39. Number of injuries and illnesses 
with days away from work, 2003-2009 
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Chart 40. Distribution of injuries and illnesses by event or exposure, 
Missouri, local government, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 41. Distribution of injuries and illnesses by source of injury or illness, 
Missouri, local government, 2009 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 42. Distribution of injuries and illnesses by part of body affected, 
Missouri, local government, 2009 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 43. Distribution of injuries and illnesses by nature of injury or illness, 
Missouri, local government, 2009 
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SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 44. Distribution of Musculoskeletal disorders by part of body affected 
Missouri, local government, 2009 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 45. Distribution of Musculoskeletal disorders by nature of injury or illness 
Missouri, local government, 2009 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 46. Distribution of Musculoskeletal disorders by source 
of injury or illness, Missouri, local government, 2009 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Chart 47. Distribution of Musculoskeletal disorders by event leading to 
injury or illness, Missouri, local government, 2009 








SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of Occupational Injuries and Illnesses in cooperation with participating State agencies. 
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Table 1. Number of nonfatal occupational injuries and illnesses involving days away from work' by selected worker characteristics and major industry sector, 2009 
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Multi-race “ 
Not reported 470 
' Days-away-from-work cases include those that result in days away from work with or without job transfer requirements effective January 1, 2002: therefore estimates for these industries are not comparable 
or restriction. to estimates in other industries. 
? Excludes farms with fewer than 11 employees. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 
3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) Administration, U.S. Department of Transportation. 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and of nonclassifiable responses, data may not sum to the totals. 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 


do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping Injuries and Illnesses in cooperation with participating State agencies. 


Table 2. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by selected worker characteristics and major industry sector, 2009 
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Days-away-from-work cases include those that result in days away from work with or without job transfer requirements effective January 1, 2002: therefore estimates for these industries are not comparable 

or restriction. to estimates in other industries. 

? Excludes farms with fewer than 11 employees. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) Administration, U.S. Department of Transportation. 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and of nonclassifiable responses, data may not sum to the totals. 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 


do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping Injuries and Illnesses in cooperation with participating State agencies. 


Table 3. Number of nonfatal occupational injuries and illnesses involving days away from work’ by major occupational group and major industry sector, 2009 
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Healthcare support occupations... 
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Personal care and service occupations 
Sales and related occupations 
Office and administrative support occupations.. 
Farming, fishing, and forestry occupations.. 
Construction and extraction occupations........ 
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Days-away-from-work cases include those that result in days away from work with or without job transfer requirements effective January 1, 2002: therefore estimates for these industries are not comparable 
or restriction. to estimates in other industries. 
? Excludes farms with fewer than 11 employees. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 
3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) Administration, U.S. Department of Transportation. 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and of nonclassifiable responses, data may not sum to the totals. 


nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 


Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 


do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping Injuries and Illnesses in cooperation with participating State agencies. 


Table 4. Number of nonfatal occupational injuries and illnesses involving days away from work’ by selected worker occupations and major industry sector, 2009 
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: and mining tion turing ha ation, and tion activities | business hospitality 
producing 23 providing 


itidgcsc A : services 
utilities services 


Truck drivers, heavy and tractor-trailer... 
Construction laborers 
Nursing aides, orderlies, and attendants.... 
Laborers and freight, stock, and 

Material Movers, NAN..........::cceseeesseeesseeeeseeesteeeees 
Truck drivers, light or delivery services...........0000.. 
Combined food preparation and 

serving workers, including fast food 
First-line supervisors/managers 

of retail sales workers..... 
Stock clerks and order fillers... 
Janitors and cleaners, except 

maids and housekeeping cleaners. 
Automotive body and related repairers... 
Child care workers ve oa 
Retail salespersons.......... 
Plumbers, pipefitters, and steamfitters 
Maids and housekeeping cleaners... 
Registered nurses 
Driver/sales workers 
Food service managers... 
Automotive service technicians and mechanics. 
Packers and packagers, hand.......... 
Personal and home care aides...... 
Maintenance and repair workers, general 
Customer service representatives... 
Cooks, restaurant. 
Cashiers an 
Licensed practical and licensed vocational nurses... 
Cooks, institution and cafeteria..........eeeeeeeeeeeees 
Carperiters: 2: :.2:i.s tire ii 















Other 
services 


' Days-away-from-work cases include those that result in days away from work with or without job transfer requirements effective January 1, 2002: therefore estimates for these industries are not comparable 


or restriction. to estimates in other industries. 
? Excludes farms with fewer than 11 employees. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 
3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) Administration, U.S. Department of Transportation. 


include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion 


such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and of nonclassifiable responses, data may not sum to the totals. 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 


Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 


do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping Injuries and Illnesses in cooperation with participating State agencies. 


Table 5. Number of nonfatal occupational injuries and illnesses involving days away from work’ by selected injury or illness characteristics and major industry sector, 2009 


Missouri--private industry 


Goods producing 


te F Natural Trade, Profes- : 
hari ri industr ‘ ‘ : : 
Pharactelslic 23,4 : Aas resources | Construc- | Manufac- Bhi transport- | Informa- | Financial | sional and piney Leisure and] Other 
g0ges and mining tion turing =a ation, and tion activities | business hospitality | services 
producing 23 providing 


ged ah : services 
utilities services 








Service providing 


Private 















Nature of injury, illness: 
Sprains, Strains.............eeeeeeeeseeeeeeeeeeeeeeeeeeeeeeees 
Bruises, contusions 
Cuts, lacerations 
Punctures. 
Fractures.. 
Heat burns... 
Carpal tunnel syndrome 
Tendonitis 
Chemical burns. 
Amputations....... = 
Multiple traumatic injuries... -- 


Part of body affected: 






















Body systems 
Multiple parts 


See footnotes at end of table. 
Table 5. Number of nonfatal occupational injuries and illnesses involving days away from work’ by selected injury or illness characteristics and major industry sector, 2009 -- Continued 


Missouri--private industry 


Goods producing 


cls : Natural Trade, Profes- , 
hari ri industr ' : : ; 
Chatactericlit 23,4 7 a resources | Construc- | Manufac- aes transport- | Informa- | Financial | sional and See Leisure and} Other 
goer and mining tion turing ee ation, and tion activities | business hospitality | services 
producing 23 providing 


bee oid : services 
utilities services 








Service providing 


Private 















Source of injury, illness: 


































































Chemicals, chemical products 230 80 -- -- 70 

Containers..... 1,980 350 20 90 250 

Furniture, fixtures. 720 130 - 80 50 

Machinery 770 310 - 40 250 

Parts and materials 1,340 800 oa 360 430 

Person, injured or ill worker. 1,850 610 -- 200 400 
Worker motion or position 1,850 610 -- 200 400 

Floor, ground surfaces............. 3,310 760 30 390 340 

Tools, instruments, and equipment. 730 340 -- 90 230 

VehicleSisss:suddainuilednes 1,390 300 -- 80 210 

Person, other than worker 820 -- -- -- -- 
Health care patient.............0. eee 740 ~ _ -- “ 

Event or exposure: 

Contact with object, equipment... 4,080 1,410 40 480 890 
Struck by object.... _ 1,800 590 - 220 360 
Struck against object...... 4 1,380 300 -- 80 210 
Caught in object, equipment, material 780 470 -- 180 280 

Fall to lower level 1,160 400 - 300 90 

Fall on same level 1,120 160 -- 60 100 

Slips, trips 510 80 -- 20 50 

Overexertion.. 3,270 830 30 230 560 
Overexertion in lifting.. e 2,330 490 - 170 310 

Repetitive motion............... a 700 360 _ 100 260 

Exposed to harmful substance... 650 180 - 30 150 

Transportation accidents... 690 110 -- 50 60 
Highway accident 530 60 - 20 30 

Fires, explosions 60 40 -- -- 30 

Assault, violent act.. 350 20 _ ~- “ 
by person 290 -- -- -- -- 
by animal 50 -- -- -- -- 





1 Days-away-from-work cases include those that result in days away from work with or without job transfer 


or restriction. 

? Excludes farms with fewer than 11 employees. 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, such 
as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 
do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping requirements 


150 50 7 7 - 40 50 = 
1,630 980 40 50 170 120 260 = 
590 140 30 30 20 320 40 - 
460 110 - = 90 - 50 210 
550 380 - 30 80 20 40 7 
1,240 530 30 40 160 260 170 -- 
1,240 530 30 40 160 260 170 -- 
2,550 950 50 30 370 740 280 120 
400 130 - -- 70 40 150 - 
1,100 740 20 30 80 160 70 7 
810 20 - -- 20 760 7 es 
740 = - 7 20 720 = - 
2,670 1,060 50 - 310 460 360 410 
1,210 450 30 - 180 120 250 - 
1,080 410 20 - 60 310 70 210 
310 170 - -- 70 20 30 - 
760 340 30 20 140 120 40 80 
960 370 - - 110 280 150 -- 
430 130 - 7 90 150 40 - 
2,450 1,170 - 90 280 630 240 = 
1,840 830 - 90 180 510 210 -- 
350 110 - 40 50 70 60 - 
470 130 - 30 - 130 160 = 
570 300 20 30 40 140 50 = 
470 240 - 20 40 110 50 - 
20 20 - -- - -- = = 
330 - - 30 20 260 = ~ 
290 - - -- 20 250 - ~ 
40 - - - - -- - - 


effective January 1, 2002: therefore estimates for these industries are not comparable to estimates 
in other industries. 
* Data for employers in rail transportation are provided to BLS by the Federal Railroad 
Administration, U.S. Department of Transportation. 
NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion 
of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 
Injuries and Illnesses in cooperation with participating State agencies. 


Table 6. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by selected injury or illness characteristics and major industry sector, 2009 


Missouri--private industry 


Goods producing 


ae : Natural Trade, Profes- P 
hari ri industr 4 : : F 
Chatacionclc 23,4 y tiges resources | Construc- | Manufac- ie transport- Informa- Financial | sional and aan Leisure and Other 
goon and mining tion turing ie ation, and tion activities | business hospitality | services 
producing 23 providing 


Cee : services 
utilities services 









Service providing 


Private 




































Total 





[14,550 cases].......... cee 


Nature of injury, illness: 
SPralns; Stray vescecscdscccsccsscccccescenteesieeeneee 
Bruises, contusions 
Cuts, lacerations 
Punctures. 
Fractures... 
Heat burns... 
Carpal tunnel syndrome 
Tendonitis 
Chemical burns. 
Amputations....... . 
Multiple traumatic injuries... : ; : ; ; : ‘ : 3 -- 


Part of body affected: 





Body systems 
Multiple parts 


See footnotes at end of table. 
Table 6. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by selected injury or illness characteristics and major industry sector, 2009 -- Continued 


Missouri--private industry 


Goods producing 


Le : Natural Trade, Profes- d 
hari ri industr ’ : : , 
Chakartonen¢ 23,4 y ders resources | Construc- | Manufac- iis transport- Informa- Financial | sional and ee, Leisure and Other 
geo and mining tion turing ne ation, and tion activities | business hospitality | services 
producing 23 providing 


din sd : services 
utilities services 










Service providing 


Private 


















Source of injury, illness: 































































Chemicals, chemical products 1.6 2.0 -- -- 2.8 

Containers........cceceee A 13.6 8.7 16.7 6.3 10.1 

Furniture, fixtures. 4.9 3.2 -- 5.6 2.0 

Machinety............. 5.3 7.7 a 2.8 10.1 

Parts and materials 9.2 19.9 - 25.0 17.3 

Person, injured or ill worker 12.7 15.1 -- 13.9 16.1 
Worker motion or position 12.7 15.1 = 13.9 16.1 

Floor, ground surfaces 22.7 18.9 25.0 27.1 13.7 

Tools, instruments, and equipment. 5.0 8.4 -- 6.3 9.3 

Vehicles...........0+ 9.6 7.4 -- 5.6 8.5 

Person, other than worker. 5.6 -- -- -- -- 
Health care patient 5.1 -- -- -- -- 

Event or exposure: 

Contact with object, equipment... 28.0 35.0 33.3 33.3 35.9 
Struck by object........000.. 4 12.4 14.6 - 15.3 14.5 
Struck against objec! 9.5 74 =“ 5.6 8.5 
Caught in object, equipment, material 5.4 11.7 -- 12.5 11.3 

Fall to lower level 8.0 9.9 -- 20.8 3.6 

Fall on same level... 7.7 4.0 a 4.2 4.0 

Slips, trips 35 2.0 -- 1.4 2.0 

Overexertion 22.5 20.6 25.0 16.0 22.6 
Overexertion in lifting.. Bs 16.0 12.2 oe 11.8 12.5 

Repetitive motion.............. se 48 8.9 = 6.9 10.5 

Exposed to harmful substance. 45 4.5 -- 2.1 6.0 

Transportation accidents 4.7 2.7 -- 3.5 2.4 
Highway accident 3.6 1.5 -- 1.4 1.2 

Fires, explosions 0.4 1.0 -- -- 1.2 

Assault, violent act 2.4 0.5 -- -- -- 
by person 2.0 -- -- -- -- 
by animal 0.3 od - = - 


! Days-away-from-work cases include those that result in days away from work with or without job transfer 
or restriction. 

? Excludes farms with fewer than 11 employees. 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, such 
as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 
do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping requirements 


1.4 1.2 = - - 15 3.9 = 
15.5 22.6 214 18.5 14.3 4.5 20.3 - 
5.6 3.2 15.8 11.4 1.7 12.1 3.4 7 
4.4 2.5 - -- 7.6 -- 3.9 35.0 
5.2 8.8 = 14.1 6.7 0.8 3.1 - 
11.8 12.2 15.8 14.8 13.4 9.8 13.3 7 
11.8 12.2 15.8 14.8 13.4 9.8 13.3 = 
24.2 21.9 26.3 14.1 314 27.9 21.9 20.0 
3.8 3.0 - -- 5.9 15 11.7 - 
10.5 17.1 10.5 14 6.7 6.0 5.5 - 
7.7 0.5 - - 1.7 28.7 - - 
7.0 -- - -- 1.7 27.2 7 7 
25.4 24.4 26.3 - 26.1 17.4 28.1 68.3 
11.5 10.4 15.8 7 15.1 4.5 19.5 7 
10.3 9.4 10.5 - 5.0 11.7 5.5 35.0 
2.9 3.9 - -- 5.9 0.8 2.3 = 
7.2 7.8 15.8 74 11.8 4.5 3.1 13.3 
9.1 8.5 - 7 9.2 10.6 11.7 - 
41 3.0 - -- 7.6 5.7 3.1 7 
23.3 27.0 - 33.3 23.5 23.8 18.8 - 
17.5 19.4 - 33.3 15.1 19.2 16.4 - 
3.3 2.5 - 14.8 4.2 2.6 47 - 
4.5 3.0 = 114 7 49 12.5 - 
54 6.9 10.5 14.1 3.4 5.3 3.9 a 
4.5 5.5 - 7.4 3.4 4.2 3.9 7 
0.2 0.5 - 7 - = - 7 
34 - - 11.4 1.7 9.8 = 7 
2.8 - - = 1.7 9.4 a - 
0.4 - - -- 7 - - - 


effective January 1, 2002: therefore estimates for these industries are not comparable to estimates 
in other industries. 
* Data for employers in rail transportation are provided to BLS by the Federal Railroad 
Administration, U.S. Department of Transportation. 
NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion 
of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 
Injuries and Illnesses in cooperation with participating State agencies. 


Table 7. Incidence rates’ for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers for selected characteristics and major 
industry sector, 2009 


Missouri--private industry 


Goods producing Service providing 























Etvale Natural Trade Profes 
h isti industr : tes ; " i ; 
Cheraeonl 3, 4, ae ied resources | Construc- | Manufac- eat transport- | Informa- | Financial | sional and seat Leisure and} Other 
gooes | and mining turing a ation, and tion activities | business hospitality | services 
producing providing 


eae: : services 
utilities services 


Total [14,550 cases]... 


Nature of injury, illness: 
Sprains, strains 
Bruises, contusions 
Cuts, lacerations.... 
Punctures.... 
Fractures.. 
Heat burns... 
Carpal tunnel syndrome 
Tendonitis 
Chemical burns. 
Amputations. 
Multiple traumatic injuries... 


Part of body affected: 


Body systems. a 
Multiple parts...... : ; ; ; : : A : 152 


See footnotes at end of table. 
Table 7. Incidence rates’ for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers for selected characteristics and major 
industry sector, 2009 --- Continued 


Missouri--private industry 


Goods producing 


Rc) : Natural Trade, Profes- 4 
hari ri industr ‘ ; : : 
@nalacienistic 34,5 y ae resources | Construc- | Manufac- ae transport- Informa- Financial | sional and Raia Leisure and Other 
gee’ and mining tion turing ate ation, and tion activities | business hospitality | services 
producing 34 providing 


ne: : services 
utilities services 


Service providing 


Private 















|Source of injury, illness: 









Chemicals, chemical products 
Containers... 
Furniture, fixtures. 
Machinety............. 
Parts and materials 
Person, injured or ill worker. 
Worker motion or position 
Floor, ground surfaces 
Tools, instruments, and equipment. 
Vehicles... 
Person, other than worker. 
Health care patient 



























Event or exposure: 

Contact with object, equipment... 
Struck by object.........00.. 
Struck against objec 
Caught in object, equipment, material 

Fall to lower level 

Fall on same level... 

Slips, trips 

Overexertion 
Overexertion in lifting.. 

Repetitive motion.............. 

Exposed to harmful substance. 

Transportation accidents 
Highway accident 

Fires, explosions 

Assault, violent act 
by person 
by animal 






































' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and were 


calculated as: (N/EH) x 20,000,000 where 


N = number of injuries and illnesses 


EH = total hours worked by all employees during calendar year 


20,000,000 =base for 10,000 equivalent full-time workers (working 40 hours per week, 


50 weeks per year). 


a Days-away-from-work cases include those that result in days away from work with or without job 


transfer or restriction. 
3 Excludes farms with fewer than 11 employees. 


* Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and 


1.0 11 - -- - 1.2 2.8 7 
11.0 21.5 6.7 3.5 5.9 41 14.4 - 
3.9 3.1 5.0 2.3 0.6 10.4 2.5 - 
3.1 2.3 = -- 3.2 7 2.7 35.2 
3.7 8.2 7 2.0 2.7 0.7 2.2 -- 
8.4 11.6 4.9 3.0 5.6 8.7 9.7 - 
8.3 11.5 47 3.0 5.6 8.7 9.7 - 
17.1 20.8 8.9 2.3 13.1 24.3 15.8 20.7 
2.7 2.8 7 - 2.3 1.4 8.1 7 
7.4 16.3 2.8 1.8 3.0 5.4 3.7 - 
5.5 0.4 - 7 0.7 25.2 - - 
4.9 - - -- 0.7 23.7 # = 
18.0 23.3 9.3 7 10.7 154 20.5 71.0 
8.2 9.8 4.5 7 6.2 3.9 13.9 - 
7.2 8.9 4.2 -- 1.9 10.3 3.7 36.5 
24 3.7 = - 2.6 0.8 1.6 7 
541 7.5 4.4 14 4.8 3.9 2.4 13.5 
6.5 8.1 - 7 3.8 9.2 8.3 - 
2.9 2.8 - -- 3.1 4.8 2.0 Ss 
16.5 25.5 - 6.3 9.8 20.9 13.5 - 
12.4 18.1 - 5.9 6.2 16.9 11.7 - 
2.3 2.3 - 2.8 1.9 2.2 3.3 - 
3.2 2.8 2 1.8 = 4.3 9.2 - 
3.9 6.6 2.8 1.8 15 4.5 2.8 ce 
3.2 5.2 - 15 15 3.7 2.6 7 
0.2 0.5 - = = = - - 
2.2 - = 2.0 0.9 8.4 & 2 
1.9 - = 7 0.9 8.1 a = 
0.3 - - = - 7 - - 


reporting, such as those in oil and gas extraction and related support activities. Data for mining operators 
in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health Administration, 
U.S. Department of Labor. Independent mining contractors are excluded from the coal, metal, and 
nonmetal mining industries. These data do not reflect the changes the Occupational Safety and 
Health Administration made to its recordkeeping requirements effective January 1, 2002; therefore 
estimates for these industries are not comparable to estimates in other industries. 

° Data for employers in rail transportation are provided to BLS by the Federal Railroad 
Administration, U.S. Department of Transportation. 

NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
nonclassifiable responses, data may not sum to the totals. 

SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries 
and Illnesses in cooperation with participating State agencies. 


Table 8. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by selected worker characteristics and number of days away 
from work, 2009 


Missouri--private industry 


Percent of cases involving 


Median 
Snelacienetc Total 305 6 to 10 11 to 20 21 to 30 31 days ceyeeway 
1 day 2 days from work 
cases days days days days or more 
5.9 9.6 18.9 11.5 11.4 LA 25.7 


Total [14,550 cases] 1 
Gender: 




























11 

5 

3 

3 

6 

10 

10 

12 

40 

Length of service with employer: 
Less than 3 months 5 
3 to 11 months 5 
1 to 5 years 6 
More than 5 years... 13 
Race or ethnic origin: 

White: Orly sessile cece eee eS c eee SESE L RSET CEs es Ceuta 7 
Black only. 5 
Hispanic or Latino only... 3 
Asian only 8 
Native Hawaiian or other Pacific Islander only. -- 
American Indian or Alaskan Native only.... 7 


Hispanic or Latino and other race... 
Multi-race 


! Days-away-from-work cases include those that result in days away from work with or without job SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 
transfer or restriction. Injuries and Illnesses in cooperation with participating State agencies. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
nonclassifiable responses, data may not sum to the totals. 


Table 9. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by major occupational group and number of days away 
from work, 2009 


Missouri--private industry 


Percent of cases involving 


Median 
Occupation days away 
Total 1 day 2 days 3to5 6 to 10 11 to 20 21 to 30 31 days froin work 
cases days days days days or more 
5.9 9.6 18.9 11.5 11.4 TA 25.7 


Total [14,550 cases] 1 







Management occupations 
Business and financial operations occupations... 
Computer and mathematical occupations. 
Architecture and engineering occupations.. 
Life, physical, and social science occupations 
Community and social services occupations.. 
Education, training, and library occupations 
Arts, design, entertainment, sports, 

ANA MOdia OCCUPATIONS: seccssccsscccceccccceccceeseeseercteosvweneesvensenn ed 
Healthcare practitioners and technical occupations 
Healthcare support occupations... 
Protective service occupations 
Food preparation and serving related occupations..............0+4 
Building and grounds cleaning 

and maintenance occupations 
Personal care and service occupations. 

Sales and related occupations. 

Office and administrative support occupations.. 
Farming, fishing, and forestry occupations 
Construction and extraction occupations 
Installation, maintenance, and repair occupations... 
Production occupations 
Transportation and material moving occupations 


: Days-away-from-work cases include those that result in days away from work with or without job SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 


transfer or restriction. Injuries and Illnesses in cooperation with participating State agencies. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 


nonclassifiable responses, data may not sum to the totals. 


Table 10. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by selected occupations and number of days away 
from work, 2009 


Missouri--private industry 


Percent of cases involving 


Median 
Orcupenien Total 3105 6 to 10 11 to 20 21 to 30 31 days Covereway 
1 day 2 days from work 
cases days days days days or more 
5.9 9.6 18.9 11.5 11.4 fA 25.7 


Total [14,550 cases] 1 7 
Truck drivers, heavy and tractor-trailer. 38 
Construction laborers. 60 


Nursing aides, orderlies, and attendants...........0.. ceed : ; 5 
Laborers and freight, stock, and 

material movers, hand.... be 
Truck drivers, light or delivery services.... 
Combined food preparation and 

serving workers, including fast f000.............: eee eee este teeter eee : : : : : . ; 3 
First-line supervisors/managers 

of retail sales workers. 
Stock clerks and order fillers... 
Janitors and cleaners, except 

maids and housekeeping cleaners 
Automotive body and related repairers 
Child care workers 
Retail salespersons. 
Plumbers, pipefitters, and steamfitters. 
Maids and housekeeping cleaners... 
Registered nurses 
Driver/sales workers 
Food service managers. 
Automotive service technicians and mechanics 
Packers and packagers, hand 
Personal and home care aides... 
Maintenance and repair workers, general 
Customer service representatives 
Cooks, restaurant.............. a 
Cashiers oa 
Licensed practical and licensed vocational nurses 
Cooks, institution and cafeteria.......... 
Carpenters 








= 








= 
wOWonw=-WO=] 0O0NNH OH HL 


' Days-away-from-work cases include those that result in days away from work with or without job SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 
transfer or restriction. Injuries and Illnesses in cooperation with participating State agencies. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
nonclassifiable responses, data may not sum to the totals. 


Table 11. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by selected injury or illness characteristics and number of days 
away from work, 2009 


Missouri--private industry 


Percent of cases involving 


Median 
Snelacienetc Total 305 6 to 10 11 to 20 21 to 30 31 days ceyeeway 
1 day 2 days from work 
cases days days days days or more 
5.9 9.6 18.9 11.5 11.4 7.1 25.7 























Total [14,550 cases]... 1 7 
Nature of injury, illness: 

Sprains, strains 13.4 8 

Bruises, contusions 2 

Cuts, lacerations.... 4 

Punctures.... 4 

Fractures.. 26 

Heat burns... 14 

Carpal tunnel syndrome 7 

Tendonitis 5 

Chemical burns. 3 

Amputations 21 

Multiple traumatic injuries... 12 

Part of body affected: 

2 

4 

5 

10 

21 

5 

6 

10 

8 

5 

5 

10 

10 

q 

10 

3 

Body systems. 2 

Multiple parts...... 7 


See footnotes at end of table. 
Table 11. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by selected injury or illness characteristics and number of days 
away from work, 2009 -- Continued 


Missouri--private industry 


Percent of cases involving 





Median 
CAgEGIeNENE Total 305 6 to 10 11 to 20 21 to 30 31 days days away 
1 day 2 days from work 
cases days days days days or more 


Source of injury, illness: 


Chemicals, chemical products 
Containers...............00. 
Furniture, fixtures. 
Machinety............. 
Parts and materials 
Person, injured or ill worker. 
Worker motion or position 
Floor, ground surfaces 
Tools, instruments, and equipment. 
Vehicles...........:00 
Person, other than worker. 
Health care patient 



























Event or exposure: 

Contact with object, equipment... 
Struck by object.........00.. 
Struck against objec 
Caught in object, equipment, material 

Fall to lower level 

Fall on same level... 

Slips, trips 

Overexertion 
Overexertion in lifting.. 

Repetitive motion.............. 

Exposed to harmful substance. 

Transportation accidents 
Highway accident 

Fires, explosions 

Assault, violent act 
by person 
by animal 







































! Days-away-from-work cases include those that result in days away from work with or without job 


transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 


nonclassifiable responses, data may not sum to the totals. 


100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 


100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 


26.1 
18.7 
43.1 

9.1 
11.9 
10.8 
10.8 
14.2 
26.0 

9.4 
17.1 
17.6 


21.1 
22.2 
26.8 
6.4 
7.8 
18.8 
15.7 
15.0 
18.5 
4.3 
24.6 
5.8 
D:f- 
22.9 
20.7 
40.0 


13.0 
10.1 
15.3 
14.3 


21.7 9.1 10.1 6.6 23.7 
12.5 11.1 2.8 13.9 
13.0 5.2 13.0 3.9 40.3 
23.9 7.5 11.9 14.9 20.9 
21.1 14.6 13.5 8.1 22.2 
21.1 14.6 13.5 8.1 22.2 
16.3 11.8 12.7 5.4 29.9 
21.9 9.6 8.2 8.2 19.2 
18.7 19.4 11.5 7.9 29.5 
20.7 13.4 14.6 6.1 14.6 
21.6 12:2 13.5 6.8 14.9 
21.6 8.1 7.8 8.1 24.0 
26.7 7.2 3.9 2.8 27.2 
19.6 8.0 8.7 2.9 24.6 
15.4 10.3 15.4 29.5 16.7 

8.6 13.8 2.6 6.9 44.8 
17.9 11.6 17.0 4.5 20.5 
21.6 17.6 19.6 3.9 15.7 
VAT. 12.5 13.8 7.6 25.4 
17.6 10.7 13.3 8.2 22.7 
22.9 12.9 12.9 10.0 28.6 
15.4 13.8 15.4 6.2 10.8 
23.2 15.9 13.0 2.9 34.8 
28.3 9.4 13.2 - 35.8 
33.3 a a a 33.3 
20.0 8.6 8.6 17.1 14.3 
13.8 6.9 10.3 17.2 17.2 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 
Injuries and Illnesses in cooperation with participating State agencies. 


= 


= 
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Table 12. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by major industry sector and number of days away from work, 2009 


Missouri--private industry 


Percent of cases involving 


Median 
Inehsty seclak 305 6 to 10 11 to 20 21 to 30 31 days Coyeraway 
1 day 2 days from work 
days days days days or more 


Private Industry 24 [14,550 CaseS)...0..0..ccsscsssesseesseeseeeseeseeed 4 . d ; ; ‘ : 7 


GOOAS| PROGUICIG ieee ees es ee cL Se : : . 11 
Natural resources and mining 2° 
Construction 


IMATIUTECEUMIN G8... oonconnoenonnonnosnonnonnnnnonnonnnnnnnencnccceeneses : : : 7 


Service Providing...........:.:ceeceeeceeeeeeeeeeeeeeeeeeeeeeeseeeeeeeeeeeeeeeeeeees 
Trade, transportation, and utilities 4.000... cesses 


= 


WUPORITA AON cstssdsccecescocesdtecesacesdtscedeteessansssssasessssssasesasciociee 
Financial activities 

Professional and business services 
Education and health services 
L@iSlre ANG MOSHI sect eee esc secccssccsesscenenccsscetens 
Other services, except public administration 





' Days-away-from-work cases include those that result in days away from work with or without and Health Administration made to its recordkeeping requirements effective January 1, 2002: therefore 
job transfer or restriction. estimates for these industries are not comparable to estimates in other industries. 

? Excludes farms with fewer than 11 employees. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) Administration, U.S. Department of Transportation. 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion 
and reporting, such as those in oil and gas extraction and related support activities. Data for mining of nonclassifiable responses, data may not sum to the totals. 
operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health 
Administration, U.S. Department of Labor. Independent mining contractors are excluded from the SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 
coal, metal, and nonmetal mining industries. These data do not reflect the changes the Occupational Safety Injuries and Illnesses in cooperation with participating State agencies. 


Table 13. Number of nonfatal occupational injuries and illnesses involving days away from work’ by time, hours on the job, and day of week and major industry sector, 2009 


Missouri--private industry 


Goods producing Service providing 
































pate Natural Trade Profes 
haracteristi industr : eee " i : 
Senate 23,4 y ae resources | Construc- | Manufac- Paste transport- | Informa- | Financial | sional and een Leisure and] Other 
gees and mining tion turing ert ation, and tion activities | business hospitality | services 
producing 23 providing 


eee ; services 
utilities services 


i dbeteeseessverstseneseshsasiaseizazszsaisssiaaisaziisbaeeeds 14,550 10,520 


350 260 
4:01 A.M. : a 1,510 1,020 =“ 
8:01 A.M. to 12:00 noon 4,240 2,840 70 
12:01 P.M. to 4:00 P.M 3,820 2,690 480 
4:01 P.M. to 8:00 P.M...... 1,690 1,430 = 
8:01 P.M. to 12:00 midnight : 910 750 = 
Not reported cunawereeee 2,030 1,510 aa 


Hours on the job before event occurred: 
Before shift DEQ€n............:ceceseeseeeeeeteeeeteeeteees 100 = 
Less than 1 hour eee 1,500 aa 
1 hour to less than 2 hours. : 1,180 fe 
2 hours to less than 4 hours... 2,850 a 
4 hours to less than 6 hours... , 2,880 240 
6 hours to less than 8 hours 
8 hours to less than 10 hours.... 
10 hours to less than 12 hours.. 
12 hours to less than 16 hours.. 
More than 16 hours.......... : be 
NotirepOrtedi sn 8 ttre wae? = 





Day of week: 


Tuesday. 
Wednesday. 
Thursday.. 
Friday.... 
Saturday. 


' Days-away-from-work cases include those that result in days away from work with or without job transfer requirements effective January 1, 2002: therefore estimates for these industries are not comparable 
or restriction. to estimates in other industries. 

? Excludes farms with fewer than 11 employees. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) Administration, U.S. Department of Transportation. 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and of nonclassifiable responses, data may not sum to the totals. 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 


do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping Injuries and Illnesses in cooperation with participating State agencies. 


Table 14. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by time, hours on the job, and day of week and major industry sector, 2009 


Missouri--private industry 


Goods producing Service providing 



































pial Natural Trade Profes 
haracteristi industr ; ff. ; . i : 
Characteyicl 2, oN Uae resources | Construc- | Manufac- ae transport- | Informa- | Financial | sional and mth Leisure and} Other 
goou’ and mining turing te ation, and tion activities | business hospitality | services 
producing providing 


nee . services 
utilities services 


Total [14,550 cases]... eee : f 100.0 


Time of event: 
12:01 A.M. to 4:00 A.M... ce eceeeeeeeeeneeteeeteeeee : ‘ : : : -- 
4:01 A.M. 
8:01 A.M. to 12:00 noon 
12:01 P.M. to 4:00 P.M 
4:01 P.M. 
8:01 P.M. 


Hours on the job before event occurred: 
Before Shift DEQ€n.........eceeceeceeeeeeeeeteeeneeeeteees 4 i == 
Less than 1 hour. 
1 hour to less than 2 hours. 
2 hours to less than 4 hours... 
4 hours to less than 6 hours... 
6 hours to less than 8 hours 
8 hours to less than 10 hours.... 
10 hours to less than 12 hours.. 
12 hours to less than 16 hours.. 
More than 16 hours.......... : pa 
MOE FQ BOMOG is isscsssasisscssssssssssssssssssssssssassazis th : : -- 





Day of week: 


Tuesday. 
Wednesday. 
Thursday.. 
Friday.... 
Saturday. 


' Days-away-from-work cases include those that result in days away from work with or without job transfer requirements effective January 1, 2002: therefore estimates for these industries are not comparable 
or restriction. to estimates in other industries. 

? Excludes farms with fewer than 11 employees. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) Administration, U.S. Department of Transportation. 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and of nonclassifiable responses, data may not sum to the totals. 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 


do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping Injuries and Illnesses in cooperation with participating State agencies. 


Table 15. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by time, hours on the job, and day of week and number of days away from work, 2009 


Missouri--private industry 







Percent of cases involving 


Total 3to5 6 to 10 11 to 20 21 to 30 31 days 
1 day 2 days 
cases days days days days or more 
5.9 9.6 18.9 11.5 11.4 aA 25.7 



































Median 
days away 
from work 


Characteristic 


Total [14,550 cases] 1 


Time of event: 


M201 AM. 10 4200 AM ce 9 
4:01 A.M. to 8:00 A.M 7 
8:01 A.M. to 12:00 noon.. 10 
12:01 P.M. to 4:00 P.M 8 
4:01 P.M. to 8:00 P.M...... 4 
8:01 P.M. to 12:00 midnight E : : 6 
NOt reported. 2. c2:2282:ccececeevsceetececeneseecececztecsessesisecasteeiaeaidensiencnesee : : : 10 
Hours on the job before event occurred: 
Before shift began 15 
Less than 1 hour. 6 
1 hour to less than 2 hours 10 
2 hours to less than 4 hours 6 
4 hours to less than 6 hours L 
6 hours to less than 8 hours 8 
8 hours to less than 10 hours 7 
10 hours to less than 12 hours.. 10 
12 hours to less than 16 hours 6 
More than 16 hours... os 
Not reported 11 
Day of week: 
Sunday. 5 
Monday. 7 
7 
Wednesday. 9 
Thursday 1 
6 
0 
' Days-away-from-work cases include those which result in days away from work with or without job SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 
transfer or restriction. Injuries and Illnesses in cooperation with participating State agencies. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
nonclassifiable responses, data may not sum to the totals. 


Table 16. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker 
occupation and selected parts of body, private industry, Missouri, 2009 


Part of body affected by the injury or illness 
poem Sel~elope@te ete S= 
Total Eyes Total Back Shoulder Total Arm Finger except 
fingers 
: 6.5 2.4 1.0 25.4 13.9 6.9 15.9 4.0 6.0 5 3.3 


Construction and extraction occupations (47-0000) 

Building and grounds cleaning and maintenance 
occupations (37-0000) 

Personal care and service occupations (39-0000) 

Healthcare support occupations (31-0000) 

Installation, maintenance, and repair 
occupations (49-0000) 

Production occupations (51-0000) 

Protective service occupations (33-0000) 

Food preparation and serving related 
occupations (35-0000) 

Healthcare practitioners and technical 
occupations (29-0000) 

Education, training, and library occupations 





Management occupations (11-0000) 
Sales and related occupations (41-0000) 
Office and administrative support occupations 


Business and financial operations occupations 


Table 16. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work‘ per 10,000 full-time workers by selected worker 
occupation and selected parts of body, private industry, Missouri, 2009 


Part of body affected by the injury or illness 


| Lower extremities =| extremities 
Occupation Private Industry Body Multiple All other 





(530000) es acs /ssteec Sys, sy brn ova arin avn bc avetbvin bi babeat a aae 211.2 58.6 12.9 16.3 9.8 1.4 25.7 -- 
Construction and extraction occupations (47-0000) .... | 193.0 69.1 175. 24.4 18.4 3.5 15.8 -- 
Building and grounds cleaning and maintenance 

occupations (37-0000) ....................0000. 180.4 51.4 24.8 11.0 12.5 5.0 12.9 7 
Personal care and service occupations (39-0000)...... 155.7 30.1 7.2 14.0 -- -- 4.7 - 
Healthcare support occupations (31-0000)........... 151.1 27.9 16.9 6.3 3.1 ~ 21.8 -- 
Installation, maintenance, and repair 

occupations (49-0000) ..............--..02 ee eee 131.9 23.1 8.4 7.3 2.7 4.2 21.6 -- 


Production occupations (51-0000).................-. 107.3 19.0 7.7 1.0 4.2 -- 51 - 





Protective service occupations (33-0000)............ 80.0 
Food preparation and serving related 


occupations (35-0000)... ..cos.itoccoasnunaunas « 68.8 
Healthcare practitioners and technical 

occupations (29-0000) ...............0..0..000. 49.3 
Education, training, and library occupations 

(2550000) i..4 anne naonine naam halawine paeine nes 36.6 
Management occupations (11-0000)................ 36.2 
Sales and related occupations (41-0000)............ 32.1 
Office and administrative support occupations 

(4320000): otis eA eA bean pala 27.8 
Business and financial operations occupations 

(AB2OQOO) i sese estes Specie recetiet rte eetvverepetharerancmncareer ners 9.9 


' Incidence rates represent the number of injuries and illnesses per 10,000 
full-time workers and were calculated as: (N/EH) x 20,000,000 where 
N = number of injuries and illnesses 
EH = total hours worked by all employees during calendar year 
20,000,000 = base for 10,000 equivalent full-time workers 
(working 40 hours per week, 50 weeks per year). 


16.8 11.9 = = 7 12.2 
15.7 46 4.3 3.1 7 5.8 
10.0 5.2 15 = = 7.2 
9.0 5.8 - = -- 14.2 
97 6.3 7 e 7 6.4 
9.5 3.0 1.8 1.7 0.7 47 
5.9 2.8 0.9 1.7 - 44 
49 - = 1.9 -- - 


“ Days-away-from-work cases include those that result in days away from work with or 
without job transfer or restriction. 
NOTE: Dashes indicate data that are not available. Because of rounding and data 
exclusion of nonclassifiable responses, data may not sum to the totals. 
SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of 
Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Table 17. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker 
occupation and selected natures of injury or illness, private industry, Missouri, 2009 


Nature of injury or illness 
| Cuts, lacerations, punctures | lacerations, | Cuts, lacerations, punctures | 
Seevesten Eivale Industly Sprains, strains Fractures Cuts, Bruises Heat burns | Chemical burns} Amputations 
Total Punctures 
lacerations 
6.8 1.9 


Construction and extraction occupations (47-0000) 

Building and grounds cleaning and maintenance 
occupations (37-0000) 

Personal care and service occupations (39-0000) 

Healthcare support occupations (31-0000) 

Installation, maintenance, and repair 
occupations (49-0000) 

Production occupations (51-0000) 

Protective service occupations (33-0000) 

Food preparation and serving related 
occupations (35-0000) 

Healthcare practitioners and technical 
occupations (29-0000) 

Education, training, and library occupations 
(25-0000) 

Management occupations (11-0000) 

Sales and related occupations (41-0000) 

Office and administrative support occupations 
(43-0000) 

Business and financial operations occupations 
(13-0000) 





Table 17. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker 
occupation and selected natures of injury or illness, private industry, Missouri, 2009 


Nature of injury or illness 


Multiple injuries 
Occupation Private Industry Carpal tunnel Tendonitis With fractures, With sprains Baek pain hurt’ |Alkothernanires 
syndrome Total burns, and other : 
na and bruises back only 
injuries 
1 1.8 





Transportation and material moving occupations 


(53-0000) gaan weaaagt eda sieak age eeeeiad 211.2 2.9 - 7.0 2.4 - 28.7 7.9 26.9 
Construction and extraction occupations (47-0000) ..... 193.0 -- -- 75 6.1 -- 13.2 -- 19.2 
Building and grounds cleaning and maintenance 

occupations (37-0000) ..................0..000. 180.4 “ “- - _ - 15.4 3.2 34.4 
Personal care and service occupations (39-0000)...... 155.7 -- -- -- -- -- 9.5 4.5 22.6 
Healthcare support occupations (31-0000)............ 151.1 -- -- -- -- -- 22.1 6.9 10.6 


Installation, maintenance, and repair 
occupations (49-0000) ...............2..2..000. 131.9 2.6 “ 3.4 = -- 30.1 1:7 24.6 


Production occupations (51-0000)................-. 
Protective service occupations (33-0000)............. 
Food preparation and serving related 

occupations (35-0000) ...............-.-0e ee eee 
Healthcare practitioners and technical 

occupations (29-0000) .............-.-.-0 eee eee 
Education, training, and library occupations 


(25-0000) . . . 


Management occupations (11-0000)................ 
Sales and related occupations (41-0000)............. 


Office and administrative support occupations 


(43-0000)... 22... 


Business and financial operations occupations 


(Gi H(0(010(0) eee ne A eee ee 


' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and 


were calculated as: (N/EH) x 20,000,000 where 


N = number of injuries and illnesses 


107.3 
80.0 


68.8 
49.3 
36.6 
36.2 
32.1 
27.8 


9.9 


EH = total hours worked by all employees during calendar year 


20,000,000 =base for 10,000 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 


* Days-away-from-work cases include those that result in days away from work with or 
without job transfer or restriction. 
NOTE: Dashes indicate data that are not available. Because of rounding and data 
exclusion of nonclassifiable responses, data may not sum to the totals. 
SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of 
Occupational Injuries and Illnesses in cooperation with participating State agencies. 


13.5 
13.6 


Table 18. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker 
occupation and selected sources of injury or illness, private industry, Missouri, 2009 
ource of injury or illness 


Chemicals Worker Floors, 


. ; 5 Person, Person, 
CopUnetion Brivatodntely and Containers UMHS Machinery Rabel arid other than Health vale injured or ill} motion or walleWeys: Handtools | Vehicles Alb OUNEr 
chemical and fixtures materials Tatkeb patient position or ground sources 


products surfaces 


Construction and extraction occupations (47-0000) 

Building and grounds cleaning and maintenance 
occupations (37-0000) 

Personal care and service occupations (39-0000) 

Healthcare support occupations (31-0000) 

Installation, maintenance, and repair 
occupations (49-0000) 

Production occupations (51-0000) 

Protective service occupations (33-0000) 

Food preparation and serving related 
occupations (35-0000) 

Healthcare practitioners and technical 
occupations (29-0000) 

Education, training, and library occupations 





Management occupations (11-0000) 
Sales and related occupations (41-0000) 
Office and administrative support occupations 


Business and financial operations occupations 





' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and © Days-away-from-work cases include those that result in days away from work with or 
were calculated as: (N/EH) x 20,000,000 where without job transfer or restriction. 
N = number of injuries and illnesses NOTE: Dashes indicate data that are not available. Because of rounding and data 
EH = total hours worked by all employees during calendar year exclusion of nonclassifiable responses, data may not sum to the totals. 
20,000,000 =base for 10,000 equivalent full-time workers SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of 


(working 40 hours per week, 50 weeks per year). Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Table 19. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker 
occupation and selected events or exposures leading to injury or illness, private industry, Missouri, 2009 


vent or exposure leading to injury or illness 
Contact with objects Overexertion 
Caught in or | Fall to lower 
compressed level In lifting 
or crushed 


Occupation Private Industry Struck by 


Struck against 
object object 


Construction and extraction occupations (47-0000) 

Building and grounds cleaning and maintenance 
occupations (37-0000) 

Personal care and service occupations (39-0000) 

Healthcare support occupations (31-0000) 

Installation, maintenance, and repair 
occupations (49-0000) 

Production occupations (51-0000) 

Protective service occupations (33-0000) 

Food preparation and serving related 
occupations (35-0000) 

Healthcare practitioners and technical 
occupations (29-0000) 

Education, training, and library occupations 
(25-0000) 

Management occupations (11-0000) 

Sales and related occupations (41-0000) 

Office and administrative support occupations 





Business and financial operations occupations 
(13-0000) 





Table 19. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work‘ per 10,000 full-time workers by selected worker 
occupation and selected events or exposures leading to injury or illness, private industry, Missouri, 2009 





vent or exposure leading to injury or Mlness 


Exposure to | Transportation accidents Assaults and violent acts 


Occupation Private Industry Repetitive harmful ; Fires and Assaults, by | Assaults, by | Assault, by All other 
motion substance or Total Highway explosions Total wiser bea anitrial events 
environment accidents p 
7: : . 2.8 E £ : 2 E B 








WOtalig si sees eek dete ee aera eae sk ee ae 3.7 

Transportation and material moving occupations 

(5320000) «ss 4teiu ann neh ee Re aa bh nD 211.2 6.0 5.0 20.5 15.7 - - - - - 25.2 
Construction and extraction occupations (47-0000) .... | 193.0 11.3 5.0 3.2 -- -- -- -- -- -- 21.9 
Building and grounds cleaning and maintenance 

occupations (37-0000) ..................0..000. 180.4 92 8.6 a ~ - 6.1 - “ ~ 27.2 
Personal care and service occupations (39-0000) ...... 155.7 -- -- 18.2 13.0 -- 17.2 14.9 -- -- 20.8 
Healthcare support occupations (31-0000)........... 151.1 -- 41 5.3 5.1 -- 18.9 17.3 -- -- 20.5 
Installation, maintenance, and repair 

occupations (49-0000) ...............0..2..000. 131.9 4.3 6.9 74 6.5 1.9 “ ~ ~~ ~ 11. 
Production occupations (51-0000) .................. 107.3 11.9 5.6 “ a 1.6 - ~ ~ ~ 11. 


Protective service occupations (33-0000) ............ 
Food preparation and serving related 

occupations (35-0000) ...............-.-.-0 eee 
Healthcare practitioners and technical 

occupations (29-0000) ................0-0 eee eee 
Education, training, and library occupations 


(25-0000) . . . 


Management occupations (11-0000)................ 
Sales and related occupations (41-0000)............ 
Office and administrative support occupations 


(43-0000) . . . 


Business and financial operations occupations 


(13-0000) . . . 


' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and 


were calculated as: (N/EH) x 20,000,000 where 


N 
EH 
20,000,000 


= number of injuries and illnesses 


= total hours worked by all employees during calendar year 


= base for 10,000 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 


80.0 
68.8 
49.3 
36.6 
36.2 
32.1 
27.8 


9.9 


4 7 = 7 15.9 15.9 : 
11.7 - a a - : 
2.4 - = - 44 44 : 
2.8 Z = : 2.0 2.0 i 
1.3 2.3 2.3 - 7 2 : 
0.6 11 0.6 7 = 2 : 


“ Days-away-from-work cases include those that result in days away from work with or 
without job transfer or restriction. 
NOTE: Dashes indicate data that are not available. Because of rounding and data 
exclusion of nonclassifiable responses, data may not sum to the totals. 
SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of 
Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Table 20. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker 
characteristic, major occupational group, and selected parts of body, private industry, Missouri, 2009 


Part of body affected by the injury or illness 


| Head Punk Upper extremities 
Characteristic Private Industry Neck Hand, 
Total Eyes Total Back Shoulder Total Finger except Wrist 
fingers 
2.0 3.3 


65 and over. 


Major occupational group: 

Management occupations 
Business and financial operations occupations 
Computer and mathematical occupations. 
Architecture and engineering occupations... 
Life, physical, and social science occupations. 
Community and social services occupations 
Legal occupations... oss 
Education, training, and library occupations 
Arts, design, entertainment, sports, 

and media occupations 
Healthcare practitioners and technical occupations... 
Healthcare support occupations 
Protective service occupations 
Food preparation and serving related occupations 
Building and grounds cleaning 

and maintenance occupations 
Personal care and service occupations. 
Sales and related occupations. 
Office and administrative support occupations 
Farming, fishing, and forestry occupations.... 
Construction and extraction occupations 
Installation, maintenance, and repair occupations.. 
Production occupations 
Transportation and material moving occupations... 





Table 20. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work‘ per 10,000 full-time workers by selected worker 
characteristic, major occupational group, and selected parts of body, private industry, Missouri, 2009 


Part of body affected by the injury or illness 


Lower extremities 
Characteristic Private Industry Body Multiple All other 
Total Knee Ankle Foot, Toe systems parts body parts 
19.3 6.6 4.9 3:7, 0.9 8.6 





Female.... 





Major occupational group: 


Management occupations...... 
Business and financial operations occupations 
Computer and mathematical occupations..... 
Architecture and engineering occupations... 
Life, physical, and social science occupations 
Community and social services occupations 
Legal occupations 
Education, training, and library occupations...............0... 
Arts, design, entertainment, sports, 

and media Occupations. .............e ee ee eee eee teeeeeees 
Healthcare practitioners and technical occupations... 
Healthcare support occupations 
Protective service occupations 
Food preparation and serving related occupations........... 
Building and grounds cleaning 

and maintenance occupations 
Personal care and service occupations.. 
Sales and related occupations............... 
Office and administrative support occupations. 
Farming, fishing, and forestry occupations.... 
Construction and extraction occupations...... 
Installation, maintenance, and repair occupations.. ua 
Production OCCUPATIONS..........:ceceeeceeeeeteeeteteeeteeeteeetneetarend 
Transportation and material moving occupations............. 


































' Incidence rates represent the number of injuries and illnesses per 10,000 


full-time workers and were calculated as: (N/EH) x 20,000,000 where 


11.6 = 7 6.8 7 10.4 
18.5 6.5 2.7 6.3 1.1 6.3 
19.5 5.2 8.8 2.9 0.6 5.5 
21.6 6.0 4.9 4.0 1.4 7.8 
18.6 7.7 4.2 3.9 0.7 8.6 
18.8 8.8 2.0 2.2 0.8 13.3 
18.5 10.6 - - - 26.2 

9.7 6.3 cae = - 6.4 

4.9 - - 1.9 7 - 

8.8 7.9 = a a - 
18.5 - 16.9 - - - 

9.0 5.8 ze = 7 14.2 
10.0 5.2 1.5 - - 7.2 
27.9 16.9 6.3 3.1 - 21.8 
16.8 11.9 os = os 12.2 
15.7 4.6 4.3 3.1 - 5.8 
51.4 24.8 11.0 12.5 5.0 12.9 
30.1 7.2 14.0 = - 4.7 

9.5 3.0 1.8 1.7 0.7 4.7 

5.9 2.8 0.9 1.7 - 4.4 
69.1 17.5 24.4 18.4 3.5 15.8 
23.1 8.4 7.3 2.7 4.2 21.6 
19.0 7.7 1.0 4.2 - 5.1 
58.6 12.9 16.3 9.8 1.4 25.7 


“ Days away from work cases include those that result in days away from work with or 
without job transfer or restriction. 


N = number of injuries and illnesses NOTE: Dashes indicate data that are not available. Because of rounding and data 
EH = total hours worked by all employees during calendar year exclusion of nonclassifiable responses, data may not sum to the totals. 
20,000,000 = base for 10,000 equivalent full-time workers SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of 


(working 40 hours per week, 50 weeks per year). Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Table 21. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker 
characteristic, major occupational group, and selected natures of injury or illness, private industry, Missouri, 2009 


Nature of injury or illness 


| Cuts, lacerations, punctures | lacerations, | Cuts, lacerations, punctures | 
Ch arecienslc Piivate INSGSIy Sprains, strains Fractures Cuts, Bruises Heat burns | Chemical burns} Amputations 
Total Punctures 
lacerations 
6.8 1.9 0.4 


Major occupational group: 

Management occupations 
Business and financial operations occupations 
Computer and mathematical occupations... 
Architecture and engineering occupations... 
Life, physical, and social science occupations.... 
Community and social services occupations... 
Legal occupations. 
Education, training, and library occupations... 
Arts, design, entertainment, sports, 

and media occupations 
Healthcare practitioners and technical occupations... 
Healthcare support occupations 
Protective service occupations 
Food preparation and serving related occupations 
Building and grounds cleaning 

and maintenance occupations 
Personal care and service occupations... 
Sales and related occupations. 
Office and administrative support occupations 
Farming, fishing, and forestry occupations 
Construction and extraction occupations 
Installation, maintenance, and repair occupations.. 
Production occupations 
Transportation and material moving occupations 





Table 21. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker 
characteristic, major occupational group, and selected natures of injury or illness, private industry, Missouri, 2009 


Nature of injury or illness 


Multiple injuries 
isti i With fi r , ; : 
Characteristic eivate Indie y elie aie Tendonitis oial reeds hea pre With sprains 
y ne and bruises back only 
injuries 






























































60.3 1.9 -- 11 0.4 0.3 8.2 1.4 
54.5 - -- -- -- - 2.6 -- 
98.3 - - 2.0 1.4 -- 10.4 3.9 
66.5 0.9 - 2.4 0.8 -- 6.1 1.9 
82.9 2.3 -- 0.8 -- -- 9.6 1.2 
73.8 1.8 -- 1.9 1.4 -- 10.0 1.8 
83.6 3.1 -- 1.5 -- -- 18.5 0.7 
98.0 - - 5.5 -- -- 14.2 -- 
Major occupational group: 
Management occupations. ........... eee ee ete te teteteetee 36.2 - - - = -- 3.5 -- 
Business and financial operations occupations................. 9.9 1.8 -- -- -- -- -- -- 
Computer and mathematical occupations... -- -- -- -- -- -- -- -- 
Architecture and engineering occupations... 13.7 -- -- -- -- -- -- -- 
Life, physical, and social science occupations... -- -- -- -- -- -- -- -- 
Community and social services occupations... 33.5 -- -- -- -- -- -- -- 
Legal occupations -- -- -- -- -- -- -- -- 
Education, training, and library occupations.... 36.6 -- -- -- -- -- -- -- 
Arts, design, entertainment, sports, 
and media occupations 33.7 -- -- -- -- -- 11.6 -- 
Healthcare practitioners and technical occupations... 49.3 -- -- -- -- -- 5.4 1.5 
Healthcare support occupations 151.1 -- -- -- -- -- 22.1 6.9 
Protective service occupations . 80.0 -- -- -- -- -- -- -- 
Food preparation and serving related occupations............ 68.8 -- -- -- -- -- 11.3 -- 
Building and grounds cleaning 
and maintenance occupations 180.4 -- -- -- -- -- 15.4 3.2 
Personal care and service occupations... 155.7 -- -- -- -- -- 9.5 4.5 
Sales and related occupations. 32.1 -- -- -- -- -- 6.1 YG 
Office and administrative support occupations 27.8 2.0 -- 1.0 0.8 -- 2.7 -- 
Farming, fishing, and forestry occupations 45.4 -- -- -- -- -- -- -- 
Construction and extraction occupations 193.0 -- -- 75 6.1 -- 13.2 -- 
Installation, maintenance, and repair occupations.. 131.9 2.6 -- 3.4 -- -- 30.1 1.7 
Production occupations 107.3 6.8 -- -- -- -- 14.1 -- 
Transportation and material moving occupations.............. 211.2 2.9 -- 7.0 2.4 -- 28.7 7.9 


' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and 
were calculated as: (N/EH) x 20,000,000 where 
N = number of injuries and illnesses 
EH = total hours worked by all employees during calendar year 
20,000,000 =base for 10,000 equivalent full-time workers 
(working 40 hours per week, 50 weeks per year). 


© Days away from work cases include those that result in days away from work with or 
without job transfer or restriction. 
NOTE: Dashes indicate data that are not available. Because of rounding and data 
exclusion of nonclassifiable responses, data may not sum to the totals. 
SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of 
Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Table 22. Incidence rates’ for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker 
characteristic, major occupational group, and selected sources of injury or illness, private industry, Missouri, 2009 


Source of injury or illness 








Chemicals Floors, 


, P Work 
Characteristic Private Industry and Furniture ? Parts and pelpol Health care}. | SSO oe walkways, 
f : Machinery other than injured or ill} motion or 
chemical and fixtures or ground 


materials patient oy 
worker position 
products surfaces 


All other 
sources 


Containers Handtools | Vehicles 





worker 


































Major occupational group: 
Management occupations ws 
Business and financial operations occupations. 
Computer and mathematical occupations...... 
Architecture and engineering occupations 
Life, physical, and social science occupations.......... 
Community and social services occupations. 
Legal occupations 
Education, training, and library occupations.............. 
Arts, design, entertainment, sports, 

and media OCCUpatiONS........... eee eee teeter teeta 
Healthcare practitioners and technical occupations..| 
Healthcare support occupations.... 
Protective service occupations 
Food preparation and serving related occupations.... 
Building and grounds cleaning 

and maintenance occupations 
Personal care and service occupations 
Sales and related occupations................ 
Office and administrative support occupations.. 
Farming, fishing, and forestry occupations... 
Construction and extraction occupations....... 
Installation, maintenance, and repair occupations....| 
Production OCCUPATIONS 5. .ccccccccccec ccc rnnccacassesseestasn 
Transportation and material moving occupations...... 








' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and * Days away from work cases include those that result in days away from work with or 
were calculated as: (N/EH) x 20,000,000 where without job transfer or restriction. 
N = number of injuries and illnesses NOTE: Dashes indicate data that are not available. Because of rounding and data 
EH = total hours worked by all employees during calendar year exclusion of nonclassifiable responses, data may not sum to the totals. 
20,000,000 =base for 10,000 equivalent full-time workers SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of 


(working 40 hours per week, 50 weeks per year). Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Table 23. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker 
characteristic, major occupational group, and selected events or exposures leading to injury or illness, private industry, Missouri, 2009 


vent or exposure leading to injury or illness 
Contact with objects Overexertion 
Caught in or | Fall to lower 
compressed level In lifting 
or crushed 


Characteristic Private Industry Struck by [Struck against 


object object 


65 and over. 


Major occupational group: 

Management occupations 
Business and financial operations occupations 
Computer and mathematical occupations.. 
Architecture and engineering occupations... 
Life, physical, and social science occupations. 
Community and social services occupations... 
Legal occupations. 
Education, training, and library occupations 
Arts, design, entertainment, sports, 

and media occupations 
Healthcare practitioners and technical occupations 
Healthcare support occupations 
Protective service occupations 
Food preparation and serving related occupations 
Building and grounds cleaning 

and maintenance occupations 
Personal care and service occupations.. 
Sales and related occupations 
Office and administrative support occupations. 
Farming, fishing, and forestry occupations... 
Construction and extraction occupations 
Installation, maintenance, and repair occupations.. 
Production occupations 
Transportation and material moving occupations... 





Table 23. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work‘ per 10,000 full-time workers by selected worker 
characteristic, major occupational group, and selected events or exposures leading to injury or illness, private industry, Missouri, 2009 


vent or exposure leading to injury or illness 


Exposure to | Transportation accidents Assaults and violent acts 


Occupation Private Industry Repetitive harmful Fires and Assaults, by | Assaults, by | Assault, by All other 
motion substance or Total Highway explosions pareon : acitdal events 
environment accidents 
: sl 3.7 A ‘ g x F ‘ ‘ 


V2] [> HRB RARE BEEP PEE FE BEBE BEY EP BEEP E PEED EY EEE EY SEY EYEE YEYEE SPE SP PEPE rereT Ee 92.4 3.4 4.3 4.0 2.9 0.5 1.2 0.7 0.5 0.4 10.9 







































Female... 60.3 
54.5 
98.3 
66.5 
82.9 
73.8 
83.6 
98.0 
Major occupational group: 
Management occupations...... 36.2 
Business and financial operations occupations 9.9 
Computer and mathematical occupations..... - 
Architecture and engineering occupations... 13.7 
Life, physical, and social science occupations. -- 
Community and social services occupations 33.5 
Legal occupations - 
Education, training, and library occupations...............00.. 36.6 
Arts, design, entertainment, sports, 
and media Occupations. ............ cece ete teeeeeeee 38.7 
Healthcare practitioners and technical occupations... 49.3 
Healthcare support occupations 151.1 
Protective service occupations 80.0 
Food preparation and serving related occupations........... 68.8 
Building and grounds cleaning 
and maintenance occupations...................:::ceeeeee 180.4 
Personal care and service occupations. 155.7 
Sales and related occupations............... 32.1 
Office and administrative support occupations. 27.8 
Farming, fishing, and forestry occupations ie 45.4 
Construction and extraction occupations...... a 193.0 
Installation, maintenance, and repair occupations.. 131.9 
Production occupations 107.3 
Transportation and material moving occupations... 211.2 


‘Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and 





were calculated as: (N/EH) x 20,000,000 where 


N 
EH 
20,000,000 


= number of injuries and illnesses 
= total hours worked by all employees during calendar year 
= base for 10,000 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 


3.2 27 7 27 2.6 
3.9 = - = ES 
3.8 3.2 7 1.8 11 
27 23 = 2.2 22 
3.7 2.9 0.3 23 22 
43 2.8 -- 0.9 0.7 
44 3.4 11 28 1.6 1 

-- Ba - 2.0 2.0 
_ 2 - 44 44 
5.3 54 = 18.9 17.3 
7 ¥ -- 15.9 15.9 
a - - 6.1 4 

18.2 13.0 -- 17.2 14.9 
2.3 23 -- = S 
11 0.6 = 7 -- 
3.2 a zs zs s 
7.4 6.5 1.9 = =e 

= = 1.6 -- -- 

20.5 15.7 7 -- 7 


“ Days away from work cases include those that result in days away from work with or 
without job transfer or restriction. 
NOTE: Dashes indicate data that are not available. Because of rounding and data 
exclusion of nonclassifiable responses, data may not sum to the totals. 
SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of 
Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Table 24. Number of nonfatal occupational injuries and illnesses involving days away from work' by selected worker characteristics and major industry sector, 2009 


Missouri--state government 


Goods producing 


Natural Trade, Profes- 








Service providing 


State 

















Characteristic jovernment Total Total i i i 
9 234 ote resources | Construc- | Manufac- ole transport- | Informa- | Financial | sional and Bdicane| eves Other Rule 
Pe goods ane : service : : ey : and health and ; Administra- 
: and mining turing a ation, and tion activities | business : ier services A 
producing 23 providing services | hospitality tion 


utilities * services 





Length of service with employer: 
LOSS TaN S MONS cccsisenisiseemansnienneneneseenewnes 

























3 to 11 months 20 
1 to 5 years 90 
More THE 5 YGGNS ei cisiisioeioonnmmnninsincenaed 120 


Race or ethnic origin: 
Whiter onlyieciccte. tear ae 
Black only. 
Hispanic or Latino only. 
ASIAN Only, :.2:tezisezetegstecseecsetticsiseeiaes ices iaetasataternaecs 
Native Hawaiian or other Pacific Islander only..... 
American Indian or Alaskan Native only.... 

Hispanic or Latino and other race 

Multi-race 

Not reported 














: Days-away-from-work cases include those that result in days away from work with or without job in other industries. 
transfer or restriction. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 
? Excludes farms with fewer than 11 employees. Administration, U.S. Department of Transportation. 
3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, nonclassifiable responses, data may not sum to the totals. 
metal, and nonmetal mining areprovided to BLS by the Mine Safety and Health Administration, U.S. Department 
of Labor. Independent mining contractors are excluded from the coal, metal,and nonmetal mining industries. SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries 


These data do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping _and Illnesses in cooperation with participating State agencies. 
requirements effective January 1, 2002; therefore estimates for these industries are not comparable to estimates 


Table 25 Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by selected worker characteristics and major industry sector, 2009 


Missouri--state government 


Goods producing Service providing 
























Sie Natural Trade Profes: 
hari risti jovernment ‘ i i i 
Gatactetetle aon Total | resources | Construc-| Manufac- | _'°@! | transport- | Informa- | Financial | sional and} Eoucation | Leisure | oy,,, | Public 
ag goods ai : service ‘ : ne a and health and a; Administra- 
; and mining turing ce ation, and tion activities | business : ine services ‘ 
producing 23 providing epee ‘ services | hospitality tion 
: utilities services 


GHA WOSCRSCS |e - 100.0 





73.9 

26.1 

21.7 

30.4 

30.4 

17.4 

Length of service with employer: 
Legs Than o MOUING oman decrees: 7 
3 to 11 months 8.7 
1 to 5 years cess 39.1 
More than 5 years...............:ec:eceseeeeeeeeeeeneereeeeed 52.2 
Race or ethnic origin: 

A delice) 9] | eeeeppeepeerreerccesrenreerreer peer peer trererererererrrrr ern -- 
Black only. ss 
Hispanic or Latino only. a 
Aslan On yc svece Oe cdc scctsscesastasssaaatassasteeciess = 
Native Hawaiian or other Pacific Islander only. -- 
American Indian or Alaskan Native only. = 
Hispanic or Latino and other race.... wi 
Multi-race.. a 
Not reported 100.0 


1 


Days-away-from-work cases include those that result in days away from work with or without job in other industries. 

transfer or restriction. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 

? Excludes farms with fewer than 11 employees. Administration, U.S. Department of Transportation. 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, nonclassifiable responses, data may not sum to the totals. 
metal, and nonmetal mining areprovided to BLS by the Mine Safety and Health Administration, U.S. Department 
of Labor. Independent mining contractors are excluded from the coal, metal,and nonmetal mining industries. SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries 


These data do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping _and Illnesses in cooperation with participating State agencies. 
requirements effective January 1, 2002; therefore estimates for these industries are not comparable to estimates 


Table 26. Number of nonfatal occupational injuries and illnesses involving days away from work’ by major occupational group and major industry sector, 2009 


Missouri--state government 


Goods producing 


State 
Occupation government Total 
Gees goods 


Natural 


and mining 


producing 23 


Management occupations 
Business and financial operations occupations 
Architecture and engineering occupations. 
Life, physical, and social science occupations... 
Community and social services occupations — 
Education, training, and library occupations..............00... 
Healthcare practitioners and technical occupations 
Healthcare support occupations 
Protective service occupations 
Food preparation and serving related occupations........... 
Building and grounds cleaning 

and maintenance occupations.. 
Sales and related occupations... 
Office and administrative support occupations 
Farming, fishing, and forestry occupations 
Construction and extraction occupations 
Installation, maintenance, and repair occupations. 
Production occupations 
Transportation and material moving occupations... 





: Days-away-from-work cases include those that result in days away from work with or without job 
transfer or restriction. 
? Excludes farms with fewer than 11 employees. 
3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, 
metal, and nonmetal mining areprovided to BLS by the Mine Safety and Health Administration, U.S. Department 
of Labor. Independent mining contractors are excluded from the coal, metal,and nonmetal mining industries. 
These data do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping 
requirements effective January 1, 2002; therefore estimates for these industries are not comparable to estimates 


resources | Construc- | Manufac- 


turing 






Service providing 


Trade, Profes- ? ; ? 
Total transport- | Informa- | Financial | sional and Bdeeen| bebure Other Public 
service i ea : and health and : Administra- 
ie ation, and activities | business ; en services : 
providing foe eal : services | hospitality tion 
utilities services 
230 
20 
120 
20 
40 


in other industries. 
* Data for employers in rail transportation are provided to BLS by the Federal Railroad 


Administration, U.S. Department of Transportation. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries 
and Illnesses in cooperation with participating State agencies. 


Table 27. Number of nonfatal occupational injuries and illnesses involving days away from work' by selected injury or illness characteristics and major industry sector, 2009 


Missouri--state government 


Goods producing 


Natural Trade Profes- 
hari risti overnment : i i i 
pralaciensie tala Total | resources | Construc- | Manufac-| _'°#! | transport- | informa- | Financial | sional and | Etucation| Leisure | G4, ek 
Bw goods Ss : service : : nah ; and health and ; Administra- 
‘ and mining turing en ation, and tion activities | business ? ae services ‘ 
producing 23 providing oles it : services | hospitality tion 
: utilities services 







Service providing 


State 











Nature of injury, illness: 



















Sprains, strains 130 
Bruises, contusions... 20 
Cuts, lacerations 20 


Punctures 
Fractures 
Heat burns.... 
Carpal tunnel syndrome 
Tendonitis........... . ES 
Chemical burns. aud 
Amputations........ ae “ 
Multiple traumatic injuries. 


Part of body affected: 


Body systems... 
Multiple parts... 


See footnotes at end of table. 
Table 27. Number of nonfatal occupational injuries and illnesses involving days away from work’ by selected injury or illness characteristics and major industry sector, 2009 -- Continued 


Missouri--state government 


Goods producing 


Natural Trade Profes- 
har: risti overnment . i i : 
hate enenG cae tel Total | resources | Construc- | Manufac- | _'°'@! | transport- | informa- | Financial | sional and | Etucation| Leisure | Oi, ae 
De goods a : service : : ae i and health and ; Administra- 
‘ and mining turing ip ation, and tion activities | business : Ba services , 
producing 23 providing ee ‘ services | hospitality tion 
, utilities services 







Service providing 





State 









Source of injury, illness: 
Chemicals, chemical products 
Containers 
Furniture, fixtures 
Machinery 
Parts and materials 
Person, injured or ill worker. 

Worker motion or position 
Floor, ground surfaces 
Tools, instruments, and equipment... 
Vehicles 
Person, other than worker. 

Health care patient 






































Event or exposure: 

Contact with object, equipment 
Struck by object........... 
Struck against object 
Caught in object, equipment, material 

Fall to lower level 

Fall on same level... 

Slips, trips 

Overexertion 
Overexertion in lifting 

Repetitive motion 

Exposed to harmful substance... 

Transportation accidents... 
Highway accident 

Fires, explosions 

Assault, violent act... 
by person 
by animal 












































' Days-away-from-work cases include those that result in days away from work with or without job transfer effective January 1, 2002: therefore estimates for these industries are not comparable to 
or restriction. estimates in other industries. 
Excludes farms with fewer than 11 employees. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 
* Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include Administration, U.S. Department of Transportation. 
NOTE: Dashes indicate data that are not available. Because of rounding and data 


exclusion of nonclassifiable responses, data may not sum to the totals. 


establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, such 

as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 

do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping requirements 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of 
Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Table 28. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by selected injury or illness characteristics and major industry sector, 2009 


Missouri--state government 


Goods producing 


Natural Trade Profes- 
haracteristi overnment ; : : ; E ion! Leisur Publi 
Chatacisricle 9 ei iol resources | Construc- | Manufac- otal transport- | Informa- | Financial | sional and eae ae Other ub is 
Kaas goods wae : service ‘ . nk ; and health and : Administra- 
: and mining turing ae ation, and tion activities | business : ae services : 
producing 23 providing a : services | hospitality tion 
: utilities services 







Service providing 





State 
























He; I) [2 Wisc: 20 eT 





Nature of injury, illness: 


Sprains, strains. 56.5 
Bruises, contusions... 8.7 
Cuts, lacerations 8.7 


Punctures..... 
Fractures... 
Heat burns.... 

Carpal tunnel syndrome 
Tendonitis........... 
Chemical burns. 
Amputations........ 
Multiple traumatic injuries.... 


Part of body affected: 


Multiple parts... 





See footnotes at end of table. 
Table 28. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by selected injury or illness characteristics and major industry sector, 2009 -- Continued 


Missouri--state government 


Goods producing 


Natural Trade Profes- 
haracteristi overnment : : ; ; E ion} Leisur Publi 
Shdtactencle 9 aad Tol resources | Construc- | Manufac- ey transport- | Informa- | Financial | sional and Mesto sire Other uP iM 
Da goods are : service : ’ ae d and health and : Administra- 
: and mining turing i ation, and tion activities | business : ae services , 
producing 23 providing ae ‘ services | hospitality tion 
, utilities services 







Service providing 





State 









Source of injury, illness: 





Chemicals, chemical products..........::::ceccceeeeee a oe as ze aS o 
Containers ae be = = ie we 
Furniture, fixtures = sis a a us as 
Machinery se Sis - a “a si 
Parts and materials = -- x = 3 ee 
Person, injured or ill worker -- oa = = - = 

Worker motion or position -- 7 az ea bs ~ 
Floor, ground surfaces = 26 5 = ne = 
Tools, instruments, and equipment... a -- & we ie 
Vehicles a os = ao os me 
Person, other than worker. ae ai 2s = = = 

Health care patient.............::::::cccceeceeeseeeeereeee oe a oe cas oo = 
































Event or exposure: 

Contact with object, equipment............. -- 7 - = = = 
Struck by object..... 
Struck against object... 
Caught in object, equipment, material 

Fall to lower level ee aa i 

Fall on same level... = a a -- -- 23 = we = 

Slips, trips - - a0 a e 00 

Overexertion... = = =e = = es = 
Overexertion in lifting ~ a sa es = ea 

Repetitive motion -- a ms “ me ah 

Exposed to harmful substance... ee -- = = eS 3: 

Transportation accidents ae an o ae ee on 
Highway accident.. a sn es = = st 

Fires, explosions “ re #8 a ue os 

Assault, violent act... a Ss - i = 
by person ao = = Ss “a e 
by animal 











































' Days-away-from-work cases include those that result in days away from work with or without job transfer 


or restriction. 

* Excludes farms with fewer than 11 employees. 

° Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, such 
as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data 
do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping requirements 


effective January 1, 2002: therefore estimates for these industries are not comparable to 
estimates in other industries. 
* Data for employers in rail transportation are provided to BLS by the Federal Railroad 
Administration, U.S. Department of Transportation. 
NOTE: Dashes indicate data that are not available. Because of rounding and data 
exclusion of nonclassifiable responses, data may not sum to the totals. 


SOURCE: Bureau of Labor Statistics, U.S. Department of Labor, Survey of 
Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Table 29. Incidence rates’ for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers for selected characteristics and major 
industry sector, 2009 


Missouri--state government 


Goods producing 


Characteristic government | Total | Natural ii al Pees Profes- | Education| Leisure Public 
23.4 Otel resources | Construc- | Manufac- . transport- | Informa- | Financial | sional and o Other a 
ve goods iyi , service ‘ : ee : and health] — and 5 Administra- 
; and mining turing i ation, and tion activities | business . feed services . 
producing 34 providing ee ; services | hospitality tion 
. utilities services 







Service providing 





State 
























Total [0 cases)]...............cecee ee eeeeeeeeneeneeeed 


Nature of injury, illness: 


SPralnS» StralNS:2sés:eésccseecseesscesseesscesacesceeccassecssscasses 28.9 
Bruises, contusions.... 42 
Cuts, lacerations.. 37 
Punctures... = 
Fractures.... ue 
Heat burns..... en 
Carpal tunnel syndrome. : es 
Tendonitis............ : aa 
Chemical burns. ae 
Amputations. ms 
Multiple traumatic injuries... ee a 
Part of body affected: 

5.4 

11.7 

6.6 

4.6 

res 

17.7 

9.2 

4.8 


Multiplespairtsyieis.s3:ss2:saseaiesesaieneeseeeeciieieeae 4 


See footnotes at end of table. 
Table 29. Incidence rates’ for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers for selected characteristics and major 
industry sector, 2009 --- Continued 


Missouri--state government 


Goods producing 


Characteristic government Total nae Total Wiis Pialee- Education | Leisure Public 
23.4 ole resources | Construc- | Manufac- ! transport- | Informa- | Financial | sional and is Other a 
a goods am : service i i ee : and health and : Administra- 
‘ and mining turing ne ation, and tion activities | business : eee services ; 
producing 34 providing Hae : services | hospitality tion 
: utilities services 







Service providing 


State 







Source of injury, illness: 


Chemicals, chemical products............... eee 
Conitainers! 4:2s3::2::13):22bittesstasetsastsagsssteszesseessedaseaaaey 
Furniture, fixtUreS.........cccccccecssseessssessseeesseessseeesseees 
Machinery 
Parts and materials 
Person, injured or ill worker. 

Worker motion or position 
Floor, ground surfaces 
Tools, instruments, and equipment 
Vehicles 
Person, other than worker. 

Health care patient..............eeeeeeeceeeeeeeeeeeeeeeeeeeee 


























Event or exposure: 

Contact with object, equipment.... 
Struck by object.. 
Struck against object... 
Caught in object, equipment, material. 

Fall to lower level...... 

Fall on same level 

Slips, trips 

Overexertion.... 
Overexertion in lifting 

Repetitive motion 

Exposed to harmful substance. 

Transportation accidents 
Highway accident... 

Fires, explosions 

Assault, violent act.... 
by person 
by animal 












































' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and were 


calculated as: (N/EH) x 20,000,000 where 


N = number of injuries and illnesses 


EH = total hours worked by all employees during calendar year 


20,000,000 =base for 10,000 equivalent full-time workers (working 40 hours per week, 


50 weeks per year). 


E Days-away-from-work cases include those that result in days away from work with or without job 


transfer or restriction. 
3 Excludes farms with fewer than 11 employees. 


* Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and 


reporting, such as those in oil and gas extraction and related support activities. Data for mining operators 
in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health Administration, 
U.S. Department of Labor. Independent mining contractors are excluded from the coal, metal, and 
nonmetal mining industries. These data do not reflect the changes the Occupational Safety and 
Health Administration made to its recordkeeping requirements effective January 1, 2002; therefore 
estimates for these industries are not comparable to estimates in other industries. 

° Data for employers in rail transportation are provided to BLS by the Federal Railroad 
Administration, U.S. Department of Transportation. 

NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
nonclassifiable responses, data may not sum to the totals. 

SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries 
and Illnesses in cooperation with participating State agencies. 


Table 30. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by major industry sector and number of days away from work, 2009 


Missouri--state government 


Percent of cases involving 


Median 
Inehsty seciak Total 3105 6 to 10 11 to 20 21 to 30 31 days Coyeraway 
1 day 2 days from work 
cases days days days days or more 


23:4 10 CASES) eceesseescsseessssesesseesssttesseesseeeseed . 


State Government 
LG [e76 [a si 91 (810109114 0 oaene imeen taeeens ee meee eeneeeeneeeree terete rtererteeter teeter terres 
Natural resources and mining 29 ..0.....c..csscesssesessseesesteeseteeeeneees 
NOSTRA cette occa ccsnatacnanaanranannnahaanaasaaaaaaaaaaaanamaaeag 


LYFE TU) Flo: (UT Te Remeron an eRe cena 


Service Providing.........cccsecseceereersee see aeieeneeteeeeeneeneed 
Trade, transportation, and utilities 4.0.0... eeeeeeseeeseeeeeseeseees 
HERES REALL cass casscacaacccceccecceacecccccecccecdcceccddcdccecceccdccdccddusdssiestnvans 
Financial activities 








Professional and business services. 
Education and health services...... 
Leisure and hospitality. 





Other: SOnmices: 2iiseestsssisssssssesssesesssersssasstissiissszssssssesenneeeeetiacce 
Public Administration 





' Days-away-from-work cases include those that result in days away from work with or without and Health Administration made to its recordkeeping requirements effective January 1, 2002: therefore 
job transfer or restriction. estimates for these industries are not comparable to estimates in other industries. 

? Excludes farms with fewer than 11 employees. “ Data for employers in rail transportation are provided to BLS by the Federal Railroad 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) Administration, U.S. Department of Transportation. 
include establishments not governed by the Mine Safety and Health Administration (MSHA) rules NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion 
and reporting, such as those in oil and gas extraction and related support activities. Data for mining of nonclassifiable responses, data may not sum to the totals. 
operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health 
Administration, U.S. Department of Labor. Independent mining contractors are excluded from the SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 
coal, metal, and nonmetal mining industries. These data do not reflect the changes the Occupational Safety Injuries and Illnesses in cooperation with participating State agencies. 


Table 31. Number of nonfatal occupational injuries and illnesses involving days away from work’ by time, hours on the job, and day of week and major industry sector, 2009 


Missouri--state government 


Goods producing Service providing 































ons Natural Trade Profes: 
har risti jovernment : F : E ion} Leisur Publi 
poeecletene " 23,4 Total resources | Construc- | Manufac- to transport- | Informa- | Financial | sional and dicen aoa. Other ae e 
my goods fee : service : : ey : and health and ; Administra- 
: and mining turing a ation, and tion activities | business : ier services : 
producing 23 providing ae s services | hospitality tion 
3 utilities services 


Time of event: 





12:01 A.M. to 4:00 A.M... 30 
4:01 A.M. to 8:00 A.M 20 
8:01 A.M. to 12:00 noon 80 
12:01 P.M. to 4:00 P.M 50 
4:01 P.M. to 8:00 P.M os 
8:01 P.M. to 12:00 midnight a 20 
Seige f1e1 et ¢ Una eR nO nO UU On ono n OnE 
Hours on the job before event occurred: 
Before shift began.... a 
Less than 1 hour... ay 
1 hour to less than 2 hours. 30 
2 hours to less than 4 hours 60 
4 hours to less than 6 hours 60 
6 hours to less than 8 hours 40 
8 hours to less than 10 hours 30 
10 hours to less than 12 hours... a 
12 hours to less than 16 hours... -- 
More than 16 hours a a 
NOE TEP OHOGE g cacs02s ssoccncsecssvsnesceeceeceecseesnenoereoads - 
Day of week: 

20 

30 
Tuesday... 20 
Wednesday. 60 


‘ Days-away-from-work cases include those that result in days away from work with or without job in other industries. 
transfer or restriction. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 
? Excludes farms with fewer than 11 employees. Administration, U.S. Department of Transportation. 
3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, nonclassifiable responses, data may not sum to the totals. 
metal, and nonmetal mining areprovided to BLS by the Mine Safety and Health Administration, U.S. Department 
of Labor. Independent mining contractors are excluded from the coal, metal,and nonmetal mining industries. SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries 


These data do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping _and Illnesses in cooperation with participating State agencies. 
requirements effective January 1, 2002; therefore estimates for these industries are not comparable to estimates 


Table 32. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by time, hours on the job, and day of week and major industry sector, 2009 
Missouri--state government 


Goods producing Service providing 

































aie Natural Trade Profes: 
hari risti jovernment : i i i 
pe eae san Total | resources | Construc-| Manufac- | _'°@! | transport- | Informa- | Financial | sional and} Eoucation | Leisure | oy, | Public 
ad goods as : service ‘ : ates , and health and : Administra- 
? and mining turing ee ation, and tion activities | business : do services 6 
producing 23 providing aa ‘ services | hospitality tion 
: utilities services 


TOR [OCASOS Sosicicscccccasssacaacaaraacaasanraediea - 100.0 
Time of event: 





12:01 A.M. to 4:00 A.M... 13.0 
4:01 A.M. to 8:00 A.M 8.7 
8:01 A.M. to 12:00 noon 34.8 
12:01 P.M. to 4:00 P.M 21.7 
4:01 P.M. to 8:00 P.M a 
8:01 P.M. to 12:00 midnight.. 8.7 
Not reported... = 
Hours on the job before event occurred: 
Before shift began.... sé ae 
Less than 1 hour. ees ts -- 
1 hour to less than 2 hour: 13.0 
2 hours to less than 4 hours 26.1 
4 hours to less than 6 hours 26.1 
6 hours to less than 8 hours 17.4 
8 hours to less than 10 hours 13.0 
10 hours to less than 12 hours.... == 
12 hours to less than 16 hours.... -- 
More than 16 hours tek = 
Not reported: occ isiiieiisnsatccions ae 
Day of week: 

8.7 

13.0 

Tuesday... 8.7 
Wednesday. 26.1 


: Days-away-from-work cases include those that result in days away from work with or without job in other industries. 
transfer or restriction. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 
? Excludes farms with fewer than 11 employees. Administration, U.S. Department of Transportation. 
3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, nonclassifiable responses, data may not sum to the totals. 
metal, and nonmetal mining areprovided to BLS by the Mine Safety and Health Administration, U.S. Department 
of Labor. Independent mining contractors are excluded from the coal, metal,and nonmetal mining industries. SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries 


These data do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping —_and Illnesses in cooperation with participating State agencies. 
requirements effective January 1, 2002; therefore estimates for these industries are not comparable to estimates 


Table 33. Number of nonfatal occupational injuries and illnesses involving days away from work' by selected worker characteristics and major industry sector, 2009 


Missouri--local government 


Goods producing 


Natural Trade, Profes- 








Service providing 


Local 

















hari risti jovernment i i i 
Srerctenetc ee Total | resources | Gonstruc- ] Manufac- | _'#! | transport- | informa- | Financial | sional and| Education| Leisure | Ging, Rule 
ay goods bee : service : : ey : and health and ; Administra- 
: and mining turing a ation, and tion activities | business P ier services ; 
producing 23 providing services | hospitality tion 


utilities * services 





Length of service with employer: 
LOSS Than S MONG cccsisinieiseemwnenenennenaeeenernes 

























3 to 11 months 100 

1 to 5 years. ae 220 

More THE 5 YCGNS ei cisiisioieieomnnmmnninsincenaed 460 
Race or ethnic origin: 

WV TES ONY: cedsdasdssessscsancssiisiissisiasiasiasiasiasiisiaaisinasie 440 

Black only 80 

Hispanic or Latino only. is 





ASIAN Only, :.2:tezisezetegstecseecsetticsiseeiaes ices iaetasataternaecs 
Native Hawaiian or other Pacific Islander only..... 
American Indian or Alaskan Native only.... 
Hispanic or Latino and other race 
Multi-race 
Not reported 











: Days-away-from-work cases include those that result in days away from work with or without job in other industries. 
transfer or restriction. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 
? Excludes farms with fewer than 11 employees. Administration, U.S. Department of Transportation. 
3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, nonclassifiable responses, data may not sum to the totals. 
metal, and nonmetal mining areprovided to BLS by the Mine Safety and Health Administration, U.S. Department 
of Labor. Independent mining contractors are excluded from the coal, metal,and nonmetal mining industries. SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries 


These data do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping _and Illnesses in cooperation with participating State agencies. 
requirements effective January 1, 2002; therefore estimates for these industries are not comparable to estimates 


Table 34. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by selected worker characteristics and major industry sector, 2009 


Missouri--local government 


Goods producing Service providing 
























peel Natural Trade Profes: 
hari risti jovernment ‘ i i i 
Ghatactetetle ee Total | resources | Construc-| Manufac- | _'°@! | transport- | Informa- | Financial | sional and} Eoucation | Leisure | oy, | Public 
ae goods ai : service ‘ : Oe a and health and ; Administra- 
; and mining turing te ation, and tion activities | business : ae services ‘ 
producing 23 providing gone oe : services | hospitality tion 
: utilities services 


Teta (2; 190 CaS68 |e cncsceeeaennes - 100.0 





97:5 

25 

29.6 

29.6 

23.5 

12.3 

3.7 

Length of service with employer: 
Legs Than o MONING omen dere: : : 3.7 
3 to 11 months 12.3 
1 to 5 years. ee 27.2 
More than 5 years................ec:cceseseeeeeeeeeeeeeeeneed : 56.8 
Race or ethnic origin: 

A delice) 9] \ eee ppeepeeereer cess renreeereer peer peer teererererererrrrryren f 54.3 
Black only. 9.9 
Hispanic or Latino only. ae 
Aslan On yc svece Oe cdc scctsscesastasssaaatassasteeciess ed 
Native Hawaiian or other Pacific Islander only. - 
American Indian or Alaskan Native only. = 
Hispanic or Latino and other race.... es 
Multi-race.. a 
Not reported 35.8 


1 


Days-away-from-work cases include those that result in days away from work with or without job in other industries. 

transfer or restriction. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 

? Excludes farms with fewer than 11 employees. Administration, U.S. Department of Transportation. 

3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, nonclassifiable responses, data may not sum to the totals. 
metal, and nonmetal mining areprovided to BLS by the Mine Safety and Health Administration, U.S. Department 
of Labor. Independent mining contractors are excluded from the coal, metal,and nonmetal mining industries. SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries 


These data do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping _and Illnesses in cooperation with participating State agencies. 
requirements effective January 1, 2002; therefore estimates for these industries are not comparable to estimates 


Table 35. Number of nonfatal occupational injuries and illnesses involving days away from work’ by major occupational group and major industry sector, 2009 


Missouri--local government 


Goods producing Service providing 


ied Natural Trade, Profes- 


Occupation government Total Total Education} Leisure Public 
2,3; 4 


resources | Construc- | Manufac- ; transport- | Informa- | Financial | sional and Other ae, 

goods me ; service i : oy : and health and : Administra- 
: and mining turing re ation, and tion activities | business 2 rs services : 

producing 23 providing] 4 ; services | hospitality tion 

, utilities services 











Management occupations 
Business and financial operations occupations... 
Architecture and engineering occupations. 
Community and social services occupations... oes 
Education, training, and library occupations..............000.. =e 
Healthcare practitioners and technical occupations 
Healthcare support occupations 
Protective service occupations 
Food preparation and serving related occupations........... = 
Building and grounds cleaning 

and maintenance occupations..... 
Personal care and service occupations.. 
Sales and related occupations...... 
Office and administrative support occupations. 
Farming, fishing, and forestry occupations 
Construction and extraction occupations 
Installation, maintenance, and repair occupations.. 
Production occupations 
Transportation and material moving occupations... 


: Days-away-from-work cases include those that result in days away from work with or without job in other industries. 
transfer or restriction. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 
? Excludes farms with fewer than 11 employees. Administration, U.S. Department of Transportation. 
3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, nonclassifiable responses, data may not sum to the totals. 
metal, and nonmetal mining areprovided to BLS by the Mine Safety and Health Administration, U.S. Department 
of Labor. Independent mining contractors are excluded from the coal, metal,and nonmetal mining industries. SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries 
These data do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping and Illnesses in cooperation with participating State agencies. 
requirements effective January 1, 2002; therefore estimates for these industries are not comparable to estimates 


Table 36. Number of nonfatal occupational injuries and illnesses involving days away from work’ by selected worker occupations and major industry sector, 2009 


Missouri--local government 


Goods producing Service providing 


el Natural Trade, Profes- 


ion overnment . ‘ : E ion} Leisur Publi 
Opepate g 3:54 foal resources | Construc- | Manufac- oe transport- | Informa- | Financial | sional and Renee panics Other uel 
ne goods he : service 

: and mining turing sds 
producing 23 providing 


a : nee ; nd health n ; Administra- 
ation, and tion activities | business and eal and ; services q : pte 
he , services | hospitality tion 

utilities services 


TOtal tess-anss.cenrsectes seeaateitshe pes eats ea tued 810 


Janitors and cleaners, except 
maids and housekeeping cleaners... 
Police and sheriff's patrol officers 7 
PIO TIQNICIS Siitincnicinmonainamennmemenmmeneesy 140 
First-line supervisors/managers 
of fire fighting and prevention workers. 
Nursing aides, orderlies, and attendants. 
Bus drivers, transit and intercity... 
Truck drivers, heavy and tractor-trailer... 
Elementary school teachers, except 
special education 
Registered nurses.. 
Emergency medical technicians and paramedics..... 
Landscaping and groundskeeping workers............... 30 
Bus and truck mechanics and diesel 
GOING SPECS. cic isa snnnsnvnnsansvsnvtronsennsvncununasdeeenns -- 
First-line supervisors/managers 
of housekeeping and janitorial workers...............:+ -- 
Construction laborers 





Highway maintenance workers 20 
: Days-away-from-work cases include those that result in days away from work with or without job in other industries. 
transfer or restriction. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 
? Excludes farms with fewer than 11 employees. Administration, U.S. Department of Transportation. 
3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, nonclassifiable responses, data may not sum to the totals. 
metal, and nonmetal mining areprovided to BLS by the Mine Safety and Health Administration, U.S. Department 
of Labor. Independent mining contractors are excluded from the coal, metal,and nonmetal mining industries. SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries 
These data do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping and Illnesses in cooperation with participating State agencies. 


requirements effective January 1, 2002; therefore estimates for these industries are not comparable to estimates 


Table 37. Number of nonfatal occupational injuries and illnesses involving days away from work' by selected injury or illness characteristics and major industry sector, 2009 


Missouri--local government 


Goods producing 


Characteristic government Total eee Total nas Pelee Education | Leisure Public 
acd oe" resources | Construc- | Manufac- : transport- | Informa- | Financial | sional and Fi Other ae 
yee goods ss : service : : nah ; and health and ; Administra- 
‘ and mining turing aa ation, and tion activities | business : ne: services ‘ 
producing 23 providing ca sg : services | hospitality tion 
‘ utilities services 







Service providing 


Local 















Nature of injury, illness: 
Sprains, Strains.............ceeeeeceeseeeeeeeseeeeeeeteeeeeeees 






















Bruises, contusions 20 
Cuts, lacerations 30 
Punctures. ~ 
Fractures... 50 
Heat burns... -- 
Carpal tunnel syndrome -- 
Tendonitis ~ 
Chemical burns. - 
Amputations....... = = 
Multiple traumatic injuries.........0. ey 100 
Part of body affected: 

60 

240 

160 

150 

50 

50 

130 

80 

40 


Body systems 
Multiple parts 


See footnotes at end of table. 
Table 37. Number of nonfatal occupational injuries and illnesses involving days away from work’ by selected injury or illness characteristics and major industry sector, 2009 -- Continued 


Missouri--local government 


Goods producing 


Characteristic government | Total | Natural fol: |e Profes- | Education| Leisure Public 
23.4 le resources | Construc- | Manufac- ‘ transport- | Informa- | Financial | sional and S Other Bs 
De goods a : service : : ae i and health and ; Administra- 
: and mining turing ia ation, and tion activities | business ; Nee services , 
producing 23 providing aaRe : services | hospitality tion 
, utilities services 








Service providing 


Local 














Source of injury, illness: 
Chemicals, chemical products 













































































Containers 280 -- -- 260 20 -- -- -- 190 -- -- 
Furniture, fixtures 60 - a 60 es su = a es 2 a 
Machinery 80 - -- 70 = a 7 = 50 = ee 
Parts and materials. 50 - -- 50 = hs as = = a 
Person, injured or ill worker 240 70 70 170 -- -- -- -- 90 -- a 

Worker motion or position 240 70 70 170 - - “~ -- 90 - - 

Floor, ground surfaces 700 -- -- 700 40 -- -- -- 510 -- -- 

Tools, instruments, and equipment... 50 - ~ 50 == = x a oa Ba ae 

Vehicles 310 - - 290 30 ~ am - 60 - -- 

Person, other than worker. 260 - - 260 - - - - 60 - - 
Health care patient 160 ce - 160 - - - - 50 - - 

Event or exposure: 

Contact with object, equipment 310 -- -- 290 60 -- -- -- 130 -- -- 
Struck by object........... 110 a -- 90 40 Ss & - - _ _ 
Struck against object 130 -- -- 130 30 -- -- -- 70 -- -- 
Caught in object, equipment, material 80 - a 80 = fe a = = oe a 

Fall to lower level 30 - -- 30 = ee as se “2 = = 

Fall on same level... 410 - 410 - - 7 2 300 = = 

Slips, trips 40 - ~ 40 = ae é Fe sg om Pe 

Overexertion 480 = =e 470 - - - - 270 - - 
Overexertion in lifting 420 -- -- 420 -- -- Be ae 270 a ue 

Repetitive motion - - - — a aa ee ae = a & 

Exposed to harmful substance... 110 - as 100 = ce = Re a os a 

Transportation accidents... 240 - a 230 30 ae = bs ae pa a 
Highway accident 220 - - 220 30 Z = 36 se ia 

Fires, explosions - “s a ma a oe ie os a ue wy 

Assault, violent act... 100 -- 3 100 = a = a -- = c 
by person 80 - 80 es a es = an se ee 
by animal - - -- i a = an - a pa nd 





' Days-away-from-work cases include those that result in days away from work with or without job transfer 


or restriction. 
? Excludes farms with fewer than 11 employees. 


effective January 1, 2002: therefore estimates for these industries are not comparable to 
estimates in other industries. 
* Data for employers in rail transportation are provided to BLS by the Federal Railroad 


* Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include Administration, U.S. Department of Transportation. 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, such 
as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of 
do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping requirements Occupational Injuries and Illnesses in cooperation with participating State agencies. 


NOTE: Dashes indicate data that are not available. Because of rounding and data 
exclusion of nonclassifiable responses, data may not sum to the totals. 


Table 38. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by selected injury or illness characteristics and major industry sector, 2009 


Missouri--local government 


Goods producing 


Natural Trade Profes- 
haracteristi overnment ; : : ; E ion! Leisur Publi 
ChatacsHicle g Bak 10a resources | Construc- | Manufac- otal transport- | Informa- | Financial | sional and ens ae Other ub is 
as goods ote : service : . nk ; and health and : Administra- 
‘ and mining turing ae ation, and tion activities | business : ae services : 
producing 23 providing a : services | hospitality tion 
: utilities services 







Service providing 


Local 




























Total 





[2,490 CASOS] ni. ceseeeeieiee nanny 
Nature of injury, illness: 





Sprains; StralMSevescecsccsccssecescesccescesseesteceenee 32.1 
Bruises, contusions 2.5 
Cuts, lacerations 3:7 
Punctures. -- 
Fractures... 6.2 
Heat burns... -- 
Carpal tunnel syndrome -- 
Tendonitis -- 
Chemical burns. -- 
Amputations....... “ -- 
Multiple traumatic injuries... ; : 12.3 
Part of body affected: 

74 

29.6 

19.8 

18.5 

6.2 

6.2 

16.0 

9.9 

4.9 


Body systems 
Multiple parts 


See footnotes at end of table. 
Table 38. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by selected injury or illness characteristics and major industry sector, 2009 -- Continued 


Missouri--local government 


Goods producing 


Natural Trade Profes- 
haracteristi overnment : : ; ; E ion} Leisur Publi 
Shatectenelt 9 paid Tol resources | Construc- | Manufac- ey transport- | Informa- | Financial | sional and Mesto sire Other uP iM 
v8 goods are : service : ’ ae d and health and : Administra- 
: and mining turing i ation, and tion activities | business : ae services , 
producing 23 providing ae ‘ services | hospitality tion 
, utilities services 







Service providing 


Local 










Source of injury, illness: 


Chemicals, chemical products.............. cee 






































































Containers 12.8 -- -- 12.6 15.4 -- -- -- 18.4 - - 
Furniture, fixtures 2.7 = -- 29 = ss = se Au A = 
Machinery 3.7 =e 7 3.4 ao = He = 4.9 “~ “ 
Parts and materials. 23 a -- 24 3 a = = = _ oe 
Person, injured or ill worker 11.0 63.6 63.6 8.2 = a a “3 8.7 a “2 

Worker motion or position 11.0 63.6 63.6 8.2 < = a oF 8.7 “5 -- 

Floor, ground surfaces 32.0 -- -- 33.8 30.8 -- -- -- 49.5 -- -- 

Tools, instruments, and equipment... 2.3 os -- 24 = 2 es = = = a 

Vehicles 14.2 - - 14.0 23.1 -- -- -- 5.8 - - 

Person, other than worker. 11.9 -- -- 12.6 -- -- -- -- 5.8 -- -- 
Health care patient... eeeeeeeeeeeeeeeees 7.3 -- a 7.7 = bs oS ee 49 a ZS 

Event or exposure: 

Contact with object, equipment.... 14.2 -- -- 14.0 46.2 - am = 12.6 es wa 
Struck by object..... 5.0 =" = 43 30.8 Pe a af fe 5 
Struck against object... 5.9 -- -- 6.3 23.1 - = = 6.8 = = 
Caught in object, equipment, material 3.7 - ae 3.9 = 2 = a a Le tes 

Fall to lower level 1.4 - -- 1.4 ea ou as a = oe ne, 

Fall on same level... 18.7 2 = 19.8 a = - - 29.1 - 7 

Slips, trips 1.8 sss 1.9 ae fe “e a os ve oe 

Overexertion... a 21.9 -- -- 22.7 -- -- -- = 26.2 = a 
Overexertion in lifting 19.2 ae ae 20.3 oS a ae oes 26.2 “ as 

Repetitive motion - ~- a ae ae a ae os ee “ * 

Exposed to harmful substance... 5.0 os a 4.8 = = = = = ES & 

Transportation accidents 11.0 = -- 11.1 23.1 SS = a = os = 
Highway accident.. 10.0 =" * 10.6 23.1 ee as & oe pa st 

Fires, explosions - =e a ss a Pe xz s ae se me 

Assault, violent act... 4.6 cs -- 48 = ge as = as a a 
by person 3.7 - ss 3.9 = ee 2 Pa - > Ee 
by animal - -- ~- a = a a = a ws en 





1 


or restriction. 
* Excludes farms with fewer than 11 employees. 


Days-away-from-work cases include those that result in days away from work with or without job transfer 


effective January 1, 2002: therefore estimates for these industries are not comparable to 
estimates in other industries. 
* Data for employers in rail transportation are provided to BLS by the Federal Railroad 


3° Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include Administration, U.S. Department of Transportation. 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, such 
as those in oil and gas extraction and related support activities. Data for mining operators in coal, metal, and 
nonmetal mining are provided to BLS by the Mine Safety and Health Administration, U.S. Department of Labor. 
Independent mining contractors are excluded from the coal, metal, and nonmetal mining industries. These data SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of 
do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping requirements Occupational Injuries and Illnesses in cooperation with participating State agencies. 


NOTE: Dashes indicate data that are not available. Because of rounding and data 
exclusion of nonclassifiable responses, data may not sum to the totals. 


Table 39. Incidence rates’ for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers for selected characteristics and major 
industry sector, 2009 


Missouri--local government 


Goods producing Service providing 























poral Natural Trade Profes 
haracteristi overnment : ' ' ; E ion} Leisur Publi 
suarecionete g 39 4 Total resources | Construc- | Manufac- Telal transport- | Informa- | Financial | sional and eh irk Other a ° 
aS? goods te , service ‘ ; cas ; and health and : Administra- 
; and mining turing es ation, and tion activities | business : cone, services . 
producing 34 providing wen & : services | hospitality tion 
: utilities services 


Total [2,190 cases]... 151.0 
Nature of injury, illness: 

Sprains, strains 47.7 

Bruises, contusions... 41 

Cuts, lacerations 49 

Punctures..... : as 

Fractures.. 9.7 

Heat burns... atk = 

Carpal tunnel syndrome... e 

Tendonitis a 

Chemical burns... ao 

Amputations. oe 

Multiple traumatic injuries 18.9 

Part of body affected: 

11.6 

44.6 

30.0 

27.6 

9.7 

8.5 

24.8 

15.3 

6.9 


Body systems.. 
Multiple parts...... 


See footnotes at end of table. 
Table 39. Incidence rates’ for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers for selected characteristics and major 
industry sector, 2009 --- Continued 


Missouri--local government 


Goods producing 


Characteristic government Total nae Total Wiis Pialee- Education | Leisure Public 
23.4 ole resources | Construc- | Manufac- ! transport- | Informa- | Financial | sional and is Other a 
aes goods am : service i i ee : and health and : Administra- 
‘ and mining turing ne ation, and tion activities | business : eee services ; 
producing 34 providing Hae : services | hospitality tion 
: utilities services 







Service providing 


Local 







Source of injury, illness: 


Chemicals, chemical products..........ccceeeeeeenees 
Goritainerss:2s3::253:15):22biitesstaseccasesageessseezceseeescgtizettie 
Furniture, fixtureS:-sscrvssic..c:ssssicaeseicvesieseseieavsesteeeeee®s 
Machinery 
Parts and materials 
Person, injured or ill worker. 

Worker motion or position 
Floor, ground surfaces 
Tools, instruments, and equipment 
Vehicles 
Person, other than worker. 

Health care patient..............eeeeeeeceeeeeeeeeeeeeeeeeeeee 


























Event or exposure: 

Contact with object, equipment.... 
Struck by object.. 
Struck against object... 
Caught in object, equipment, material. 

Fall to lower level...... 

Fall on same level 

Slips, trips 

Overexertion.... 
Overexertion in lifting 

Repetitive motion 

Exposed to harmful substance. 

Transportation accidents 
Highway accident... 

Fires, explosions 

Assault, violent act.... 
by person 
by animal 












































' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and were 


calculated as: (N/EH) x 20,000,000 where 


N = number of injuries and illnesses 


EH = total hours worked by all employees during calendar year 


20,000,000 =base for 10,000 equivalent full-time workers (working 40 hours per week, 


50 weeks per year). 


E Days-away-from-work cases include those that result in days away from work with or without job 


transfer or restriction. 
3 Excludes farms with fewer than 11 employees. 


* Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) 


include establishments not governed by the Mine Safety and Health Administration (MSHA) rules and 


11.7 13.3 7 - 7 13.3 - - 9.4 
3.4 = - - - 3.6 - 7 4.2 
24 s -- - -- = ae = 54 
7.6 7 - 7 = 6.6 -- = 12.3 
7.6 - . - - 6.6 7 - 12.3 

31.4 32.0 = - - 35.9 = = 24.0 
24 z - - - = -- - - 

13.2 25.9 = Pe -- 44 -- 7 34.2 

11.8 - -- - = 44 7 2 35.1 
7.0 es - - - 3.8 7 7 19.1 

13.4 49.4 -- - = 9.2 = a 13.8 
4.0 28.1 S - 7 - - - 6.8 
5.6 21.4 = = -- 47 = - 48 
3.4 = -- - -- = -- - -- 

18.5 - - 7 - 214 7 = 18.0 
1.8 pe - - - = 7 - 54 

214 = = - - 19.3 = = 31.9 

18.7 = - - - 18.8 Ss - 24.7 
45 ee - - -- 2 = = 17.4 

10.5 19.7 = - 7 = - 7 33.6 

10.0 19.7 ms - = 2 -- - 31.6 
46 : -- - - Ss -- - 16.3 
3.5 7 - - = = 2 11.9 


reporting, such as those in oil and gas extraction and related support activities. Data for mining operators 
in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health Administration, 
U.S. Department of Labor. Independent mining contractors are excluded from the coal, metal, and 
nonmetal mining industries. These data do not reflect the changes the Occupational Safety and 
Health Administration made to its recordkeeping requirements effective January 1, 2002; therefore 
estimates for these industries are not comparable to estimates in other industries. 

° Data for employers in rail transportation are provided to BLS by the Federal Railroad 
Administration, U.S. Department of Transportation. 

NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
nonclassifiable responses, data may not sum to the totals. 

SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries 
and Illnesses in cooperation with participating State agencies. 


Table 40. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by selected worker characteristics and number of days away 
from work, 2009 


Missouri--local government 


Percent of cases involving 


Median 
Snelacienstc Total 3105 6 to 10 11 to 20 21 to 30 31 days ceyeeway 
1 day 2 days from work 
cases days days days days or more 
17.8 22.4 16.0 20.5 41 10.5 


Total [2,190 cases] 9.1 
Gender: 




























8 
5 
7 
3 
9 
15 
7 
2 

Length of service with employer: 
Less than 3 months 39 
3 to 11 months 9 
1 to 5 years. 5 
More than 5 years... 4 

Race or ethnic origin: 

Whites Oraly sec cesle cece e ee ee ec ee Le See ESLER ES ACE es Sheu ‘ : : 7 
Black only. 27 
Hispanic or Latino only... a 


Asian only 
Native Hawaiian or other Pacific Islander only. 
American Indian or Alaskan Native only.... 
Hispanic or Latino and other race... 
Multi-race 


! Days-away-from-work cases include those that result in days away from work with or without job SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 
transfer or restriction. Injuries and Illnesses in cooperation with participating State agencies. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
nonclassifiable responses, data may not sum to the totals. 


Table 41. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by major occupational group and number of days away 
from work, 2009 


Missouri--local government 











Median 
_ pede fee | leper fees aa 
1 day 2 days from work 
cases days days days days or more 
Total [2,190 cases] 9.1 17.8 22.4 16.0 20.5 4] 10.5 7 
Management occupations. ........... ee eee eee -- 
Business and financial operations occupations... = 
Architecture and engineering occupations. -- 
Community and social services occupations... -- 
Education, training, and library occupations...... 1 
Healthcare practitioners and technical occupations 2 
Healthcare support occupations 12 
Protective service occupations...............00: : 4 
Food preparation and serving related occupations.............:0+4 2 
Building and grounds cleaning 

and maintenance occupations 9 
Personal care and service occupations -- 
Sales and related occupations. = 
Office and administrative support occupations 5 
Farming, fishing, and forestry occupations... -- 
Construction and extraction occupations 9 
Installation, maintenance, and repair occupations... 4 
Production occupations 7 
Transportation and material moving occupations..............00.24 19 

! Days-away-from-work cases include those that result in days away from work with or without job SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 


transfer or restriction. Injuries and Illnesses in cooperation with participating State agencies. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
nonclassifiable responses, data may not sum to the totals. 


Table 42. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by selected occupations and number of days away 
from work, 2009 


Missouri--local government 


Percent of cases involving 


Median 
Pecupeney Total 3105 6 to 10 11 to 20 21 to 30 31 days Gaye. aey 
1 day 2 days from work 
cases days days days days or more 
17.8 22.4 16.0 20.5 41 10.5 


Total [2,190 cases] 9.1 





























Janitors and cleaners, except 
maids and housekeeping cleaners 
Police and sheriff's patrol officers 
Fire TIQHters2icccaccsectectect cca le ceeteca ececeeeeceeeaeesssesssesatesazisegiscceeceesels 3 
First-line supervisors/managers 


of fire fighting and prevention workers.... 4 
Nursing aides, orderlies, and attendants.. 12 
Bus drivers, transit and intercity.. 5 
Truck drivers, heavy and tractor-trailer. 19 
Elementary school teachers, except 

special education... 1 
Registered nurses.... 2 
Emergency medical technicians and paramedics... 2 
Landscaping and groundskeeping workers. 180 
Bus and truck mechanics and diesel 

IONGING:SPOCIAIIStS: <4 4::..2¢2s22232ec2ed¢-ccdsc2dis2zcsazase2az2e222222222222 22222 16 
First-line supervisors/managers 

of housekeeping and janitorial WOrkeYS...........::ecceeeeeeeeeeeeeeeeeeed 29 
Construction laborers. 9 


Highway maintenance workers... 


' Days-away-from-work cases include those that result in days away from work with or without job SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 
transfer or restriction. Injuries and Illnesses in cooperation with participating State agencies. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
nonclassifiable responses, data may not sum to the totals. 


Table 43. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by selected injury or illness characteristics and number of days 
away from work, 2009 


Missouri--local government 


Percent of cases involving 


Median 
Snelacienetc Total 305 6 to 10 11 to 20 21 to 30 31 days ceyeeway 
1 day 2 days from work 
cases days days days days or more 
17.8 22.4 16.0 20.5 441 10.5 


Total [2,190 cases] 9.1 
Nature of injury, illness: 























Sprains, strains 13 

Bruises, contusions 4 

Cuts, lacerations.... 1 

Punctures.... ee 

Fractures.. 5 

Heat burns... 4 
Carpal tunnel syndrome 

Tendonitis — 

Chemical burns. = 

Amputations. _ 

Multiple traumatic injuries... 90 

Part of body affected: 

2 

9 

29 

8 

5 

13 

5 

4 

9 

9 

11 

18 


Body systems. 
Multiple parts...... 


See footnotes at end of table. 
Table 43. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by selected injury or illness characteristics and number of days 
away from work, 2009 -- Continued 


Missouri--local government 


Percent of cases involving 





Median 
CAgEGIeNENE Total 305 6 to 10 11 to 20 21 to 30 31 days days away 
1 day 2 days from work 
cases days days days days or more 


Source of injury, illness: 


Chemicals, chemical products 
Containers...............00. 
Furniture, fixtures. 
Machinety............. 
Parts and materials 
Person, injured or ill worker. 
Worker motion or position 
Floor, ground surfaces 
Tools, instruments, and equipment. 
Vehicles...........:00 
Person, other than worker. 
Health care patient 



























Event or exposure: 

Contact with object, equipment... 
Struck by object... 
Struck against objec 
Caught in object, equipment, material 

Fall to lower level 

Fall on same level... 

Slips, trips 

Overexertion 
Overexertion in lifting.. 

Repetitive motion.............. 

Exposed to harmful substance. 

Transportation accidents 
Highway accident 

Fires, explosions 

Assault, violent act 
by person 
by animal 







































! Days-away-from-work cases include those that result in days away from work with or without job 


transfer or restriction. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 


nonclassifiable responses, data may not sum to the totals. 


- - 64.3 ce - 
75.0 = - = - 
25.0 - 45.8 12.5 - 
25.0 - 45.8 12.5 - 

5.7 30.0 14.3 = 7A 
32.3 6.5 - - 22.6 
30.8 23.4 7 - 11.5 
43.8 18.8 -- - 18.8 
45.2 12.9 - = - 

- 27.3 7 - - 
38.5 = s 7 = 
75.0 - - - - 

-- 4.9 17.1 - 7.3 
18.8 8.3 39.6 - 12.5 
19.0 9.5 42.9 7 11.9 
54.5 es 7 - 7 
417 7 -- es 29.2 
45.5 - 7 31.8 

zs 30.0 -- 7 - 


SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 
Injuries and Illnesses in cooperation with participating State agencies. 


Table 44. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by major industry sector and number of days away from work, 2009 


Missouri--local government 


Percent of cases involving 


Median 
Inehsty seciak Total 3105 6 to 10 11 to 20 21 to 30 31 days Coyeraway 
1 day 2 days from work 
cases days days days days or more 


Local Government ?"*** [2,190 cases] 











Le cepenapn seen naeaaiieasssmecansenetes 7.0 

KOS. BIOCUCIIO i ia catenins aneneeeeememmccrcr cr cncrereete. 19.0 
Natural resources and mining 29 ..0........csscessseessseesesteeesteeeeneees -- 
NOSTRA cette occa ccsnatacnanaanranannnahaanaasaaaaaaaaaaaanamaaeag 19.0 
LYFE TU) Flo: (UT Te Remeron an eRe cena -- 

Service Providing........ceceeeseeeseersee seer aee eee 6.0 
Trade, transportation, and utilities Ae ossasaananntonecneasccesteasec, 7.0 
IMMORAL OR ses cee tees seceded cat eee eid ei dee de edocs eaet -- 
Financial activities = 
Professional and business services. - 
Education and health services...... 9.0 
Leisure and hospitality. -- 
Other: SOnmices: 2iiseestsssisssssssesssesesssersssasstissiissszssssssesenneeeeetiacce -- 
Public Administration 4.0 
' Days-away-from-work cases include those that result in days away from work with or without and Health Administration made to its recordkeeping requirements effective January 1, 2002: therefore 

job transfer or restriction. estimates for these industries are not comparable to estimates in other industries. 
? Excludes farms with fewer than 11 employees. “ Data for employers in rail transportation are provided to BLS by the Federal Railroad 
3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) Administration, U.S. Department of Transportation. 

include establishments not governed by the Mine Safety and Health Administration (MSHA) rules NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion 

and reporting, such as those in oil and gas extraction and related support activities. Data for mining of nonclassifiable responses, data may not sum to the totals. 

operators in coal, metal, and nonmetal mining are provided to BLS by the Mine Safety and Health 

Administration, U.S. Department of Labor. Independent mining contractors are excluded from the SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 


coal, metal, and nonmetal mining industries. These data do not reflect the changes the Occupational Safety Injuries and Illnesses in cooperation with participating State agencies. 


Table 45. Number of nonfatal occupational injuries and illnesses involving days away from work’ by time, hours on the job, and day of week and major industry sector, 2009 


Missouri--local government 


Goods producing Service providing 































bora Natural Trade Profes: 
har risti jovernment : F : E ion} Leisur Publi 
poeecletene i 23,4 Total resources | Construc- | Manufac- to transport- | Informa- | Financial | sional and chicane aoa. Other ae e 
wy goods nee : service : : ey : and health and ; Administra- 
: and mining turing a ation, and tion activities | business P ier services : 
producing 23 providing eee s services | hospitality tion 
3 utilities services 


Time of event: 
12:01. A.M, (04:00 A. Monk cncnninininnenie 70 





4:01 A.M. to 8:00 A.M 80 
8:01 A.M. to 12:00 noon 310 
12:01 P.M. to 4:00 P.M 70 
4:01 P.M. to 8:00 P.M 90 
8:01 P.M. to 12:00 midnight 170 
Seige fel et, * ane nO Orono OOO OOnOEE Et - 
Hours on the job before event occurred: 
Before shift beg ance... ccc etree -- 
Less than 1 hour. 60 
1 hour to less than 2 hours 40 
2 hours to less than 4 hours 400 
4 hours to less than 6 hours 120 
6 hours to less than 8 hours 50 
8 hours to less than 10 hours 30 
10 hours to less than 12 hours 70 
12 hours to less than 16 hours... -- 
More than 16 hours. as 
Not reported ss 
Day of week: 

50 

110 

Tuesday. 170 
Wednesday. 140 


‘ Days-away-from-work cases include those that result in days away from work with or without job in other industries. 
transfer or restriction. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 
? Excludes farms with fewer than 11 employees. Administration, U.S. Department of Transportation. 
3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, nonclassifiable responses, data may not sum to the totals. 
metal, and nonmetal mining areprovided to BLS by the Mine Safety and Health Administration, U.S. Department 
of Labor. Independent mining contractors are excluded from the coal, metal,and nonmetal mining industries. SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries 


These data do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping _and Illnesses in cooperation with participating State agencies. 
requirements effective January 1, 2002; therefore estimates for these industries are not comparable to estimates 


Table 46. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work' by time, hours on the job, and day of week and major industry sector, 2009 


Missouri--local government 


Goods producing Service providing 

































Eee Natural Trade Profes: 
har risti jovernment : F : E ion} Leisur Publi 
Sharacteristic q 23,4 be resources | Construc- | Manufac- oe transport- | Informa- | Financial | sional and ee pasts Other up 
nee goods nest : service j f CAN ‘ and health and : Administra- 
? and mining turing ie ation, and tion activities | business . iar services 
producing 23 providing ae : services | hospitality tion 
: utilities services 


Total [2,190 CaS@S | iciccccsisisisesasacacaesces - 100.0 


Time of event: 
12:01 A.M. to 4:00 A.M..........:e:ceceeseeteeseeteeeeee ; : 8.6 





4:01 A.M. to 8:00 A.M 99 
8:01 A.M. to 12:00 noon 38.3 
12:01 P.M. to 4:00 P.M 8.6 
4:01 P.M. to 8:00 P.M 114 
8:01 P.M. to 12:00 midnight 21.0 
NOPD ONGC nee teeta 5 : : -- 
Hours on the job before event occurred: 
Before shift DeQan...............::eeceeseeseeeeeeeeeeeeees -- 
Less than 1 hour. 74 
1 hour to less than 2 hours 4.9 
2 hours to less than 4 hours 49.4 
4 hours to less than 6 hours 14.8 
6 hours to less than 8 hours 6.2 
8 hours to less than 10 hours 3.7 
10 hours to less than 12 hours 8.6 
12 hours to less than 16 hours... -- 
More than 16 hours. es 
Not reported -- 
Day of week: 

6.2 

13.6 

Tuesday. 21.0 
Wednesday. 17.3 


: Days-away-from-work cases include those that result in days away from work with or without job in other industries. 
transfer or restriction. * Data for employers in rail transportation are provided to BLS by the Federal Railroad 
? Excludes farms with fewer than 11 employees. Administration, U.S. Department of Transportation. 
3 Data for mining (Sector 21 in the North American Industry Classification System -- United States, 2007) include 
establishments not governed by the Mine Safety and Health Administration (MSHA) rules and reporting, NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
such as those in oil and gas extraction and related support activities. Data for mining operators in coal, nonclassifiable responses, data may not sum to the totals. 
metal, and nonmetal mining areprovided to BLS by the Mine Safety and Health Administration, U.S. Department 
of Labor. Independent mining contractors are excluded from the coal, metal,and nonmetal mining industries. SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational Injuries 


These data do not reflect the changes the Occupational Safety and Health Administration made to its recordkeeping —_and Illnesses in cooperation with participating State agencies. 
requirements effective January 1, 2002; therefore estimates for these industries are not comparable to estimates 


Table 47. Percent distribution of nonfatal occupational injuries and illnesses involving days away from work’ by time, hours on the job, and day of week and number of days away from work, 2009 


Missouri--local government 









































Percent of cases involving 
Median 
days away 
Total 1 day 2 days 3to5 6 to 10 11 to 20 21 to 30 31 days fom work 
cases days days days days or more 
17.8 22.4 16.0 20.5 41 10.5 


Characteristic 


Total [2,190 cases] 9.1 


Time of event: 
M201 AM. 10 4200 AM 
4:01 A.M. to 8:00 A.M 
8:01 A.M. to 12:00 noon.. 
12:01 P.M. to 4:00 P.M 
4:01 P.M. to 8:00 P.M...... 
8:01 P.M. to 12:00 midnight 
NOt reported. 2. c2:2282:ccececeevsceetececeneseecececztecsessesisecasteeiaeaidensiencnesee 


Hours on the job before event occurred: 
Before shift began 
Less than 1 hour. 
1 hour to less than 2 hours 
2 hours to less than 4 hours 
4 hours to less than 6 hours 
6 hours to less than 8 hours 
8 hours to less than 10 hours 
10 hours to less than 12 hours.. 
12 hours to less than 16 hours 
More than 16 hours... 
Not reported 


Day of week: 
Sunday. 
Monday. 


Wednesday. 
Thursday 


' Days-away-from-work cases include those which result in days away from work with or without job SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of Occupational 
transfer or restriction. Injuries and Illnesses in cooperation with participating State agencies. 


NOTE: Dashes indicate data that are not available. Because of rounding and data exclusion of 
nonclassifiable responses, data may not sum to the totals. 


Table 48. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker 
characteristic, major occupational group, and selected parts of body, local government, Missouri, 2009 


Part of body affected by the injury or illness 


| Head Pp Trunk Upper extremities 
Characteristic Local Government Neck Hand, 
Total Eyes Total Back Shoulder Total Finger except Wrist 
fingers 
4.0 3.5 


65 and over. 


Major occupational group: 

Management occupations... 
Business and financial operations occupations 
Computer and mathematical occupations. 
Architecture and engineering occupations. 
Life, physical, and social science occupations. 
Community and social services occupations 
Legal occupations. 
Education, training, and library occupations 
Arts, design, entertainment, sports, 

and media occupations 
Healthcare practitioners and technical occupations 
Healthcare support occupations 
Protective service occupations 
Food preparation and serving related occupations... 
Building and grounds cleaning 

and maintenance occupations 
Personal care and service occupations. 
Sales and related occupations. 
Office and administrative support occupations 
Farming, fishing, and forestry occupations 
Construction and extraction occupations 
Installation, maintenance, and repair occupations.. 
Production occupations... 
Transportation and material moving occupations... 





Table 48. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work‘ per 10,000 full-time workers by selected worker 
characteristic, major occupational group, and selected parts of body, local government, Missouri, 2009 


Part of body affected by the injury or illness 


Lower extremities 
Characteristic Local Government Body Multiple All other 
Total Knee Ankle Foot, Toe systems parts body parts 





Female.. 








Major occupational group: 
Management occupations 
Business and financial operations occupations 
Computer and mathematical occupations. 
Architecture and engineering occupations. 
Life, physical, and social science occupations. 
Community and social services occupations... 
Legal occupations. ............::::cssceeseeseeeeeeeeeees 
Education, training, and library occupations 
Arts, design, entertainment, sports, 

and media Occupations. .............e ee ee eee eee teeeeeees 
Healthcare practitioners and technical occupations.......... 
Healthcare support occupations... te 
Protective service occupations 
Food preparation and serving related occupations... 
Building and grounds cleaning 

and maintenance occupations 
Personal care and service occupations.. 
Sales and related occupations............... 
Office and administrative support occupations.... 
Farming, fishing, and forestry occupations... 
Construction and extraction occupations 
Installation, maintenance, and repair occupations 
Production occupations 
Transportation and material moving occupations... 























































' Incidence rates represent the number of injuries and illnesses per 10,000 “ Days away from work cases include those that result in days away from work with or 


full-time workers and were calculated as: (N/EH) x 20,000,000 where 


without job transfer or restriction. 


N = number of injuries and illnesses NOTE: Dashes indicate data that are not available. Because of rounding and data 
EH = total hours worked by all employees during calendar year exclusion of nonclassifiable responses, data may not sum to the totals. 
20,000,000 = base for 10,000 equivalent full-time workers SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of 


(working 40 hours per week, 50 weeks per year). Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Table 49. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker 
characteristic, major occupational group, and selected natures of injury or illness, local government, Missouri, 2009 


Nature of injury or illness 


| Cuts, lacerations, punctures | lacerations, | Cuts, lacerations, punctures | 
Chalecieneic reeal aovelniient Sprains, strains Fractures Cuts, Bruises Heat burns | Chemical burns} Amputations 
Total Punctures 
lacerations 
4.6 2.4 be 


65 and over. 


Major occupational group: 

Management occupations 
Business and financial operations occupations 
Computer and mathematical occupations... 
Architecture and engineering occupations... 
Life, physical, and social science occupations. 
Community and social services occupations 
Legal occupations. 
Education, training, and library occupations 
Arts, design, entertainment, sports, 

and media occupations 
Healthcare practitioners and technical occupations 
Healthcare support occupations 
Protective service occupations 
Food preparation and serving related occupations 
Building and grounds cleaning 

and maintenance occupations 
Personal care and service occupations. 
Sales and related occupations 
Office and administrative support occupations 
Farming, fishing, and forestry occupations 
Construction and extraction occupations 
Installation, maintenance, and repair occupations. 
Production occupations 
Transportation and material moving occupations 





Table 49. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker 
characteristic, major occupational group, and selected natures of injury or illness, local government, Missouri, 2009 


Nature of injury or illness 


Multiple injuries 
isti With fr r . ; F 
Characteristic Local Government elie Tendonitis eas ee ia ein With sprains 
y a Tee and bruises back only 
injuries 








FROIN AS Behave wc caneecatecensceseieessionse ectupcstesceusceuserusermecemseeecesceeteed 71.8 
Age: 
14 to 15... - 
16 to 19. -- 
20 to 24. 16.6 
25 to 34. 50.8 
35 to 44... 145.8 
45 to 54... 143.1 
55 to 64... 71.7 
65 and over.. 252.2 






Major occupational group: 
Management occupations 
Business and financial operations occupations.. 
Computer and mathematical occupations... 
Architecture and engineering occupations... 
Life, physical, and social science occupations.............0+44 
Community and social services occupations 
Legal occupations........ 
Education, training, and library occupations.... 
Arts, design, entertainment, sports, 

ANE MOdia OCCUPATIONS. ccissssicssscsevacdersssessenssessnnctnensonseened 
Healthcare practitioners and technical occupations.. 
Healthcare support occupations 4 
Protective service OCCUPATIONS. .......... ee ee eee eee 
Food preparation and serving related occupations............ 
Building and grounds cleaning 

and maintenance occupations 
Personal care and service occupations. 
Sales and related occupations. 
Office and administrative support occupations 
Farming, fishing, and forestry occupations... 
Construction and extraction occupations...... 
Installation, maintenance, and repair occupations 
Production occupations 
Transportation and material moving occupations 










































' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and 


were calculated as: (N/EH) x 20,000,000 where 
N = number of injuries and illnesses 


EH 
20,000,000 


= total hours worked by all employees during calendar year 
= base for 10,000 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 


= - - 20.2 3.9 
3.4 - 3.3 8.0 = 
17.7 - - 53.3 = 
= -- - 19.3 = 

2 = = 9.9 = 


© Days away from work cases include those that result in days away from work with or 
without job transfer or restriction. 
NOTE: Dashes indicate data that are not available. Because of rounding and data 
exclusion of nonclassifiable responses, data may not sum to the totals. 
SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of 
Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Table 50. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker 
characteristic, major occupational group, and selected sources of injury or illness, local government, Missouri, 2009 


Source of injury or illness 








Chemicals Floors, 
aid Local ‘ Person, Person, Worker 
Characteristic and : Furniture ? Parts and Health care]. . ' d walkways, 
Government 4 Containers : Machinery : other than ; injured or ill} motion or 
chemical and fixtures materials patient oe or ground 
worker position RUnanes 


products worker 


All other 
sources 


Handtools | Vehicles 



































Major occupational group: 
Management occupations........... eee eee 
Business and financial operations occupations......... 
Computer and mathematical occupations...... 
Architecture and engineering occupations.. 
Life, physical, and social science occupations.. 
Community and social services occupations. 
Legal occupations... 
Education, training, and library occupations 
Arts, design, entertainment, sports, 

and media OCCUpatiONnS........... eee eee teeter teeta 
Healthcare practitioners and technical occupations..| 
Healthcare support OCCUPATIONS..........eeeeeeeeeeeeeeees 
Protective service occupations..........0.00. ee 
Food preparation and serving related occupations... 
Building and grounds cleaning 

and maintenance occupations 
Personal care and service occupations 
Sales and related occupations........... cee 
Office and administrative support occupations.......... 
Farming, fishing, and forestry occupations................ 
Construction and extraction occupations..............0. 
Installation, maintenance, and repair occupations....| 
Production OCCUPATIONS 5. .ccccccccccec ccc rnnccacassesseestasn 
Transportation and material moving occupations...... 





' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and * Days away from work cases include those that result in days away from work with or 
were calculated as: (N/EH) x 20,000,000 where without job transfer or restriction. 
N = number of injuries and illnesses NOTE: Dashes indicate data that are not available. Because of rounding and data 
EH = total hours worked by all employees during calendar year exclusion of nonclassifiable responses, data may not sum to the totals. 
20,000,000 =base for 10,000 equivalent full-time workers SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of 


(working 40 hours per week, 50 weeks per year). Occupational Injuries and Illnesses in cooperation with participating State agencies. 


Table 51. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work’ per 10,000 full-time workers by selected worker 
characteristic, major occupational group, and selected events or exposures leading to injury or illness, local government, Missouri, 2009 


Characteristic Local Government 


65 and over. 


Major occupational group: 
Management occupations 


Business and financial operations occupations 
Computer and mathematical occupations. 
Architecture and engineering occupations... 
Life, physical, and social science occupations.... 
Community and social services occupations... 
Legal occupations. 
Education, training, and library occupations 
Arts, design, entertainment, sports, 

and media occupations 
Healthcare practitioners and technical occupations 
Healthcare support occupations... 
Protective service occupations 
Food preparation and serving related occupations... 
Building and grounds cleaning 

and maintenance occupations 
Personal care and service occupations. 
Sales and related occupations 
Office and administrative support occupations.... 
Farming, fishing, and forestry occupations... 
Construction and extraction occupations 
Installation, maintenance, and repair occupations.. 
Production occupations 
Transportation and material moving occupations... 


vent or exposure leading to injury or illness 
Contact with objects 


Caught in or | Fall to lower 
compressed level 
or crushed 


Struck by 
object 


Struck against 
object 


Table 51. Incidence rates' for nonfatal occupational injuries and illnesses involving days away from work‘ per 10,000 full-time workers by selected worker 
characteristic, major occupational group, and selected events or exposures leading to injury or illness, local government, Missouri, 2009 


Occupation Local Government | Repetitive 


motion 





vent or exposure leading to injury or illness 


Exposure to | Transportation accidents Assaults and violent acts 
harmful Fires and 
substance or Total Highway 
environment accidents 
x 10.8 ‘ 


: Assaults, by | Assaults, by 
explosions 


person 


20.3 


Overexertion 


In lifting 





Assault, by 
animal 


All other 
events 








FQN 2 eer ureuieru eeu uesanisaneeeneeusacarsecesecnsuenumemeeenerersteal 71.8 
Age: 
14 to 15. “ 
16 to 19. - 
20 to 24 16.6 
25 to 34 50.8 
35 to 44. 145.8 
45 to 54. 143.1 
55 to 64..... 71.7 
65 and over. 252.2 





Major occupational group: 
Management occupations 
Business and financial operations occupations 
Computer and mathematical occupations. 
Architecture and engineering occupations... 
Life, physical, and social science occupations.... 
Community and social services occupations... 
Legal occupations 
Education, training, and library occupations 
Arts, design, entertainment, sports, 

and media Occupations. ............ cece ete teeeeeeee 
Healthcare practitioners and technical occupations.......... 
Healthcare support occupations... 
Protective service occupations..... 
Food preparation and serving related occupations.... 
Building and grounds cleaning 

and maintenance occupations...................:::ceeeeee 
Personal care and service occupations. 
Sales and related occupations 
Office and administrative support occupations.... 
Farming, fishing, and forestry occupations... 
Construction and extraction occupations...... 
Installation, maintenance, and repair occupations.. 
Production OCCUpatiIONS..........:ecceeeeeeeeeeteeeeeeee 
Transportation and material moving occupations... 














































' Incidence rates represent the number of injuries and illnesses per 10,000 full-time workers and 


were calculated as: (N/EH) x 20,000,000 where 
N = number of injuries and illnesses 


EH 
20,000,000 


= total hours worked by all employees during calendar year 
= base for 10,000 equivalent full-time workers 


(working 40 hours per week, 50 weeks per year). 


2.9 2.8 -- 2 3 
19.0 15.9 7 10.6 7.4 3 
22.1 21.8 7 = = 


“ Days away from work cases include those that result in days away from work with or 
without job transfer or restriction. 
NOTE: Dashes indicate data that are not available. Because of rounding and data 
exclusion of nonclassifiable responses, data may not sum to the totals. 
SOURCE: Bureau of Labor Statistics, U. S. Department of Labor, Survey of 
Occupational Injuries and Illnesses in cooperation with participating State agencies. 


2009 Census of Fatal Occupational Injuries 


Background 


The Bureau of Labor Statistics (BLS) in conjunction with state agencies developed the Census of Fatal Occupational 
Injuries (CFOI) program in 1992 to produce accurate, comprehensive, descriptive, timely, and accessible counts of fatal 
workplace injuries that occur during a given year. A fatality is counted in the state the incident occurred regardless of the 
state of employment to alleviate duplication of reporting in the states. 


The fatality census uses diverse sources to identify, verify, and profile fatal work injuries in an effort to compile counts that 
are as complete as possible. Source documents such as death certificates, workers’ compensation reports, and Federal 
and State agency administrative records are cross-referenced to gather key information about each workplace fatality such 
as the particular occupation in which the fatality occurred, worker demographics, equipment or machinery involved, and 
circumstances of the event. Two or more independent source documents are used to verify the work relationship of each 
fatal work injury. 


A work relationship exists if an event or exposure results in fatal injury or illness to a person on the employer’s premises 
and the person was there to work; off the employer's premises and the person was there to work; or the event or 
exposure was related to the person’s work or status as an employee. Fatalities that occur during a person’s commute to 
or from work are excluded from census counts. Work is defined as legal duties, activities, or tasks that produce a product 
or result; and that which is done in exchange for money, goods, services, profit, or benefit. Although the scope of the 
fatality census is limited to work-related injuries, states may submit data on work-related fatal illnesses, such as heart 
attacks, that occur at work. 

Information gathered by states participating in the CFOI program is used for statistical and research purposes only. The 
identifiers of all individuals and companies remain confidential according to BLS policy and confidentiality pledges to state 
source agencies. BLS and participating state agencies abide by any restrictions on followback or the release data imposed 
by source agencies 


Data Users 


Data compiled by the CFOI program are issued annually for the previous calendar year. These data are used by safety 
and health professionals, policy analysts, and researchers to prevent fatal work injuries by informing workers of life 
threatening hazards associated with various jobs, promote safer work practices through enhanced job safety training, 
develop new safety equipment, assess and improve workplace safety standards, and identify new areas for safety 
research. 


Source of Injury 


The primary source of injury identifies the object, substance, or exposure that directly produced or inflicted the injury. For 
most transportation incidents, the primary source identifies the vehicle in which the deceased was an occupant. For most 
falls, the primary source identifies the surface or object contacted. The secondary source of injury, if any, identifies the 
object, substance, or person that generated the source of injury or that contributed to the event or exposure. For vehicle 
collisions, the deceased’s vehicle is the primary source and the other object (truck, road divider, etc.) is the secondary 
source. For most homicides, the “bullet” is the primary source and the “assailant” is the secondary source. For most falls, 
the secondary source identifies the equipment or surface from which the worker fell. 


CENSUS OF FATAL OCCUPATIONAL INJURIES HIGHLIGHTS 
Industry 


e There were 142 total fatalities in Missouri in 2009. 
e One hundred, thirty-six fatalities were in private industry. Six fatalities were in government. 


e Eighty-seven fatalities were in private industry, goods-producing sectors. Forty-nine fatalities were in private 
industry, service-providing sectors. 


e Private industry major industry sectors with the most fatalities were: 


e natural resources and mining with 46; 
e construction with 37; and 
e trade, transportation, and utilities with 20. 
e Private industry sectors with the most fatalities were: 
e agriculture, forestry, fishing, and hunting with 45; 
e construction with 37; and 
e retail trade with 11. 


Category of workers 
e Private sector wage and salary workers accounted for 59 of the total occupational fatalities. 


e Goods-producing sectors accounted for 34 (57.6%) of the private sector wage and salary worker fatalities. 
Service-providing sectors accounted for 25 (42.4%) of the fatalities. 


e The construction sector accounted for 27 (45.8%) of the private sector wage and salary worker fatalities. 
e Within construction, specialty trade contractors accounted for 19 of the fatalities. 
e Government workers accounted for six of the total occupational fatalities. 
e Five (83.3%) of the government workers were in service-providing sectors. 
e Three (50.0%) of the government workers were in public administration. 
e Within public administration, police protection accounted for three of the fatalities. 
e Self-employed workers accounted for 77 of the total occupational fatalities. 


e Goods-producing sectors accounted for 53 (68.8%) of the self-employed worker fatalities. Service-providing 
sectors accounted for 24 (31.2%) of the fatalities. 


e The agriculture, forestry, fishing, and hunting sector accounted for 43 (55.8%) of the self-employed worker 
fatalities. 


e Within agriculture, forestry, fishing, and hunting, all other miscellaneous crop farming accounted for 35 of the 
fatalities. 


Location 
e The locations of the total occupational fatalities were: 
e 28.2% farm; 
e 26.8% street or highway; 
e 14.8% industrial place or premises; and 
e 13.4% public building. 


Event or exposure 
e The event or exposures of the total fatalities were: 
e 59 (41.5%) transportation incidents; 
e 27 (19.0%) contact with objects and equipment; 
e 24 (16.9%) assaults and violent acts; 
e 20 (14.1%) falls; and 
e 10 (7.0%) exposure to harmful substances or environments. 


Transportation incidents 


e Transportation incidents was the event or exposure leading to the most (59) occupational fatalities in Missouri in 
2009. 


e Highway incidents accounted for 26 of the transportation incidents. Non-highway incidents accounted for 21 
of the transportation incidents. 


e Management occupations accounted for 22 of the transportation incidents. Twelve of the transportation 
incidents were in transportation and material moving occupations. 


e The agriculture, forestry, fishing, and hunting private industry sector accounted for 23 of the transportation 
incidents. Thirteen of the transportation incidents were in the construction private industry sector. 


Homicides 
e Fifteen of the total occupational fatalities were homicides. 
e Fourteen of the homicides were homicides by shooting. 
e Fourteen of the homicides were in the private industry service-providing sectors. 
e Seven of the homicides were in sales and related occupations. All seven were homicides by shooting. 


Source 
e Vehicles was the primary source in most (61) of the total fatalities. 
e Persons, plants, animals, and minerals was the secondary source for most (27) of the total fatalities. 


Occupation 
e Management occupations was the occupational group with the most (43) fatal occupational injuries. 
e Twenty-two of the fatalities in management occupations were transportation incidents. 
e Farmers and ranchers accounted for 41 of the occupational fatalities within the management occupations. 
e There were 30 occupational fatalities in construction and extraction occupations. 
e Ten of the fatalities in construction and extraction occupations were transportation incidents. 


e First-line supervisors/managers of construction trades and extraction workers accounted for 12 of the 
occupational fatalities within the construction and extraction occupations. 


Worker characteristics 

e Men accounted for 131 (92.3%) of the 142 fatal occupational injuries. 
e Fifty-three (40.5%) of the fatalities in male workers were due to transportation incidents. 

e Workers aged 55 to 64 years accounted for 33 (23.2%) of the occupational fatalities. 
e Workers aged 45 to 54 years accounted for 32 (22.5%) of the fatalities. 

e White, non-Hispanic workers accounted for 124 (87.3%) of the total fatal occupational injuries. 
e Black, non-Hispanic workers accounted for seven (4.9%) of the total occupational fatalities. 
e Hispanic or Latino workers accounted for six (4.2%) of the occupational fatalities. 
e Asian workers accounted for five (3.5%) of the fatalities. 





Chart A-1. Workplace fatal injuries by event or exposure, Missouri, 2009, 
all ownerships (142 total fatal injuries) 


Other or not reported 
Exposure to harmful substances 1.4% 
and environments 
7.0% 








Transporta 59 Total 142 
Contact wit 27 


Assaults ar 24 
Falls 20 
Exposure t 10 
Other or nc 2 


Fires and explosions 





Chart A-2. Fatal work injuries by location, Missouri, 2009, all ownerships 
(142 total fatal injuries) 


Place for recreation or sports 
2.8% 








Farm 40 Total 142 
Street or hi 38 


Industrial p 21 
Public builc 19 
Private Res 11 
Other or nc 9 
Place for re 4 
Mine, Quarry 


Residential institutions 





Chart A-3. Occupations with the largest number of worker fatal injuries, 2009, 
Missouri, all ownerships (142 total fatal injuries) 


Agricultural managers 

First-line supervisors/managers of construction trades and extraction workers 
Driver/sales workers and truck drivers 

First-line supervisors/managers, sales workers 

Construction laborers 

Carpenters 

Heating, air conditioning, and refrigeration mechanics and installers 
Automotive technicians and repairers 

Miscellaneous agricultural workers 


Police officers 
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Total 


142 





Chart A-4. Occupations in the construction industry with the highest number of 
fatal injuries, Missouri, 2009, private industry (37 total fatal injuries) 
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Chart A-5. Fatal work injuries varied between men and women, 
2009, Missouri, (131 men, 11 women) 


Transportation incidents 


Assaults and violent acts 


Exposure to harmful substances and environments 
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m Men 
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Contact wit 20 131 MTotal 


Falls 15 11 FTotal 
Exposure t 6 
Assaults ar 18 


Transporta 40 55 





Chart A-6. Fatal work injuries in selected industries, 2009, Missouri, 
all ownerships (142 total fatal injuries) 


Other services 7 
Leisure and hospitality 8 
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Manufacturing 4 

Construction 38 


Natural resources and mining 46 
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TABLE A-1. Fatal occupational injuries by industry and event or exposure, Missouri, 2009 


























Event or exposure” 


Total fatalities 


Contact with Exposure: 10 
(number) 


Transpor- 
Q Ske Assaults and : harmful sub- Fires and 
tation objects and ‘ 
stances or explosions 


. 4 
yes 3 violent acts : 

equipment 
incidents quip! environments 


Industry’ NAICS code’ 


Private INGUSUPY us isisstsscsscsctsscsscsscsscsscsscsscsscsscrdrenersercercersereencennennennennetddaadaaaadan 
GOGdS Product, sc iscisssscissssssssissssssussussussussussussussussansgevecssessensensesdessesdessecassssndssssnel 


Natural Resources and Mining 





Agriculture, Forestry, Fishing and Hunting.............ccccccsssssssseseeseeseeseeseeseeseeseeseeeeeees -- 


Crop Production 
Other Crop Farming..... ; -- 

All Other Crop Farming...............--- : -- 

All Other Miscellaneous Crop Farming 

Animal Production.............0.:cee ; “< 
Cate Ranchinig:and: Par iiccisiicnciccwannunnrwneccacccccccnsiesncansensensiniieienidaiseisiisiisniss ts -- 


COMSTIUCTION.........cccceeeeeeeeseeseeeeneeeneeseeeneeeneneeeeseeeseeeseeeseeseeeseeeseeeseeeseeeseeeseeeseeeenseeeeseneees 
COMSTrUCTION.........cecceeeeseeeseeeeeeeeneneeeneeeneneneeseeeseesseesaeeneesseeeseeeneesseeeseeeseeeeeeeeeeeeeeseeeseeeeeeeeees 


Construction of buildings...... 
Residential Building Construction. 
Residential Building Construction 
Residential Remodelers..... 
Heavy and Civil Engineering Construction... 
Highway, Street, and Bridge Construction. 
Highway, Street, and Bridge Construction 
Specialty Trade ContractorS...........:::::::cecceseeeeeeeeeee 
Foundation, Structure, and Building Exterior Contractors. 
Roofing Contractors.......... 
Building Equipment Contractors 
Electrical Contractors.........::ceccececeeceeeeeeeeeeeeeeees 
Plumbing, Heating, and Air-Conditioning Contractors... 
Building Finishing Contractors 
Other Specialty Trade Contractors.. 





PWOWWNTOWOWWAUNAWO 
1 
t 


IVPRPALTTO CU sactcesecsessessessessessessesseassassassassassansansassstem ds versa” 


Manufacturing 


See footnotes at end of table. 


TABLE A-1. Fatal occupational injuries by industry and event or exposure, Missouri, 2009 - continued 


Industry’ 


BSENVICR PLO VIGUAG csssssscssssosssssssssnvnnsonsensonsensonsonsoneenennshanssnssvasssavsavsavaasaasnasaalAi;AiiAiid} 
Trade, Transportation, and UtilitieS...............:escsesseeseeeeeseeeseeeneeeseeesseeeeeseeeseeeseeeeees 
Wholesale Trade 
PGT AIL FT AGG isacssessvvvveveeveeveevevvenesevensscvenssnventevvsntsvveetevevesssississussussiesaesiesiessessessessesssssssisnisites 
Building Material and Garden Equipment and Supplies Dealers..............::::cesceeseeeteeeeeeeeeeee 
Transportation and Warehousing... 
Truck Transportation 
General Freight Trucking... 
General Freight Trucking, Long-Distance... 
General Freight Trucking, Long-Distance, Truckload... 
Finiariclel CHWS, sccssssccsucsnssscsscsnsvnesnexnennesnevnesnevnninnvnscsccccecccccdcceccccceeceecsecdeasedsceaceice 
Real Estate and Rental and Leasing 
Real Estate oii ccccccncncncnn aad 


Professional and Business ServiCes...........:scssccseccsessesseeseeeseesseeeseeeseesseeseeeseeeseaetead 


Administrative and Support and Waste Management and 
Remediation Services. .........:s:csccseccsecseesseeeseeeseeeseeseeseeeseeeeseesseesseasseaeseesseeeseeseeeseeeeeeeseas 


Administrative and Support Services... 
Services to Buildings and Dwellings 
Landscaping Services 
Education and Health Services. ..........c:cccssssssssseeseesseseeseeseesesesseseeseeseeseeseeseenanead 
Health Care and Social Assistance. 
Leisure and Hospitality..............ccccccsssssssssessesenessessensensessenseseessessessesessesseseeseeseeseesans 


Arts, Entertainment, and Recreation. ..........::ccsccsescseesesseeeseeseeeseesseesseeeseeeeeeeeeeseeeseeeeees 


Performing Arts, Spectator Sports, and Related Industries. 
Spectator Sports 


See footnotes at end of table. 


Total fatalities 


Transpor- 
(number) 


tation 
incidents 


NAICS code’ 


3 


42 
44-45 
444 
48-49 
484 
4841 


48412 
484121 


Event or exposure” 


. Exposure to 
Assaults and Contech with harmful sub- 


violent acts* objects and stances or 
equipment : 
environments 





Fires and 
explosions 


TABLE A-1. Fatal occupational injuries by industry and event or exposure, Missouri, 2009 - continued 


Event or exposure” 








Total fatalities 


Contact with EXposuie: 10 
(number) 


Transpor- 
P Assaults and harmful sub- Fires and 


tation violent acts? objects and stances or explosions 
equipment 
incidents quip! environments 


Industry’ NAICS code’ 



















Spectator Sports...... 71121 
Other Spectator Sports... 711219 - 


Accommodation and Food Services. ......ccsccecceeceseeseesseseeeseeeseesseessesseesseeeseeeseeeseseeeees 72 -- 
Food Services and Drinking Places............ccccccessescseeseseeeeseeeeseeeeeeseeecseeecaeeesaeeecaeeesaeeesaeeesaeees - 
Other Services. ........::::csccecceceeseeseeeeeeeseeseeeeeneeneeaeeaeeeeseesaesaesaeseesaesaesaesaeeaeeeeseeseeseeseeseneas -- 
Other Services, except Public Administration. ............cccecescseseeseeseeeeseeseeeseenseereeee 81 te 
Repair and Maintenance Pies 811 - 
Automotive Repair and Maintenance..... 2 8111 - 
Automotive Mechanical and Electrical Repair and Maintenance ; 81111 - 


General Automotive Repair an we 811111 es 


GOVGIMIMON esis scssssescscescecescccescscascccescscascseatedeavedeasedcatedeasedcasiemeesn ss: ek 


Local GOVernMe nh..........c:ccsecseeseeeseeeseeeseesseeesneseaeeeaeeeaeeeeeeeeeseeeeseseeeeeeseaeeees -- 


"Industry data from 2003 to 2008 are classified using the 2002 North American Industry Classification ° Includes fatalities to workers employed by governmental organizations regardless 
System (NAICS). Industry data after 2008 are classified using the 2007 NAICS. of industry. 

* Based on the BLS Occupational Injury and Illness Classification Manual. NOTE: Totals for major categories may include subcategories not shown separately. 

* Includes highway, nonhighway, air, water, rail fatalities, and fatalities resulting from being Dashes indicate no data reported or data that do not meet publication criteria. CFOI 
struck by a vehicle. fatality counts exclude illness-related deaths unless precipitated by an injury event. 

* Includes violence by persons, self-inflicted injury, and attacks by animals. Data for 2009 are preliminary. 

° Includes fatalities at all establishments categorized as Mining (Sector 21) in the North American Industry 
Classification System, including establishments not governed by the Mine Safety and Health SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in cooperation with 


Administration (MSHA) rules and reporting, such as those in Oil and Gas Extraction. State and Federal agencies, Census of Fatal Occupational Injuries. 


TABLE A-2. Fatal occupational injuries resulting from transportation incidents and homicides, Missouri, 2009 


Total 
Industry’ fatalities 
(number) 


Private INGUSUIY........:.:ccccstscsscsssesenenenseneesessessssassoesaesaesaesaesaesaesaesaesaenaes 

EGGS PrOQucinig iecicccccsecseccecsecsassassasssssssssssssssssseesesetaraaaaeaeamamanaannnnnrn 
Natural RESOUPCES arid MINING...scssssessensessessessensensessessnsnensessnsesneussnianianiansassassessanioed 
Agriculture, Forestry, Fishing and Hunting...............cccsssssssssseessesseseeseeseeseeseeneeneneee 


Crop Production 
Other Crop Farming 
All Other Crop Farming 
All Other Miscellaneous Crop Farming 
Animal Production 
Gattle Ranching and Farming. wsssssssssassnanananananananasiaianianianiunassassassassanroaieniannne’ 


COMSTrUCTION..........ecceeeeeeeeseeeeeeeeeeeeeneeeeeeesneeenenseeeseeeseeeeeeeeesseeeseeseeeseesseeeseeeseeseeeeeeeeeneees 
COMSTrUCTION.........cecceeeeseeeeeeeeeeeeneeeeeeeeeeeeeeeeeeeeeeneeseeeseesseseeeenseeseeeseeeseesseeeseeeeeeeeeeeeneseeeseeeeees 


Construction of buildings 
Residential Building Construction. 
Residential Building Construction.. 
Residential Remodelers 
Heavy and Civil Engineering Construction... 
Highway, Street, and Bridge Construction 
Highway, Street, and Bridge Construction 
Specialty Trade Contractors..........:cecceeceeseeeeeeeeeeeees 
Foundation, Structure, and Building Exterior Contractors 
Roofing Contractors 
Building Equipment Contractors 
Electrical Contractors.............. 
Plumbing, Heating, and Air-Conditioning Contractors. 
Building Finishing Contractors 
Other Specialty Trade Contractors.. 





BVRRVULRT ORC UUMUIN GS exictcce cect cecctcced cecceecaccaccacdadiacieciecsaccacsecseces (eeczeceeceeceecieceeceeceeceecsecaaiaanaaiaaas 
PATIO TUNING ice ccicccctcccccticccsccencenceccscssssasiatiasiatiasiatiatsatints cikstississistisiLstistististisiAALiSLiSthsiie 


See footnotes at end of table. 


PWOWWNNTOWOWWAUAWO 


Transportation incidents 


Worker 
struck by 
vehicle 


Highway | Non-highway 
incidents Incidents 


All other 
transporta- 
tion incidents 


Homicides 


Homicides by| 
shooting 





All other 
homicides 


TABLE A-2. Fatal occupational injuries resulting from transportation incidents and homicides, Missouri, 2009 - continued 


Transportation incidents 


Total 


Industry’ fatalities Worker 
(number) 


Highway | Non-highway 


: k 
incidents Incidents ounen ey 


vehicle 
SOPVICS PrOViGhiNG cecil ccencsncenannennennennennevandscnsnnciniincineincineineineinencinicinicinintde 
Trade, Transportation, and UtilitieS...............:eeccseeseeeeeseeeeeeseeeseeeseeesseeeeeseeeseeeteeetees 
WHOle SAIC TRADG sisccscsscsscssnssnssissnssnssnssnnnnntuntnntnnnnnnnunnantannateiceinenneinenennennnnneneniniinniiets 
PROTA TRAD ieiicsccesccsnssnsnnssnsvnsnsetussstiennsnshustnstnetnennnnnsnssnscniinenhenneininnennennennennennennenninninndiidiek 
Building Material and Garden Equipment and Supplies Dealers... 
Transportation and WarehouSing..........:.cccscssseeesesseeseeseeseeseeseeseeseeseeseseseeseeseesensnees 
Truck Transportation 
General Freight Trucking... 
General Freight Trucking, Long-Distance 
General Freight Trucking, Long-Distance, Truckload 
Finshiclal ACUYCS iecicccccniensinencentenceaceasentaatenseateaseneeneedl eecercercerrercenceneenenenetticl 
Real Estate and Rental and Leasing...........cccccssssssssssessessessessessnssevsnssevsnesneseeseeseeseesey 
Real Estate.... 


Professional and Business ServiCes...........:ccssccseccsesseeseeeseeeseesseeeseeeseeeseesseeeseeseaeesad 


Administrative and Support and Waste Management and 
Remediation Services.........:csccssccssccsesseeeseesesseesseesseeeseesseeseeeeseeesaeseaeseasseeeeseseeeees 


Administrative and Support ServiCes............::ce:ccecceeceeeceeeeeeeeeseeeeeeeaeeeaeeaeeeeseeeaeseeeseeeteeetaees 
Services to Buildings and Dwellings 
Landscaping Services 
Education and Health Services...........::scsssssssssssssssssessesesseseseensenssesesesesessenensen 
Health Care and Social Assistance... 
LRISUPS QING TGS DIGUNY vicccccenccntencensensensensententententententsnnsnsansaanacnacnaceaceacnaceaceainiieianieadd 


Arts, Entertainment, and Recreation...........c:ccsccseccseesesseesseseeeseeeseesseeeseeeseeeseeseeeseeeseas 


Performing Arts, Spectator Sports, and Related Industries.............:::::esccesceeeeeeeeeeeeeeeeeeeeeeees 
See footnotes at end of table. 


All other 
transporta- 
tion incidents 


Homicides 


Homicides by| 
shooting 





All other 
homicides 


TABLE A-2. Fatal occupational injuries resulting from transportation incidents and homicides, Missouri, 2009 - continued 


Transportation incidents Homicides 


Total 


Industry’ fatalities Worker All other 
(number) 


Highway | Non-highway 
incidents Incidents 


Homicides by} All other 


SIDE DY” |: Mlatiep Orta: shooting | homicides 


vehicle | tion incidents 
Spectator Sports 
Spectator Sports 
Other Spectator Sports: cs::..cc::cc25225:c25c22252262202202 2202 :ietveas sees taesiaeasseaacesarseazinapiaineed -- 
Accommodation and Food Services 
Food: Services:and: Drinking Places: :.2:..<..v<acs<sciccsiecasecaieeskeesiesieeid eid didieeiece sees, -- 
OtNOF SOrviCeS izes seciscassccsaccsaccsasseassaantenstsesaacaataasunssoscadeacnsdusaieaaianaiaaaisaauaacusaauasaaasacsaaae -- 
Other Services, except Public Administration..............cccccssssssssessnseneeveeneenennenennees -- 
Repair and Maintenance 
Automotive Repair and Maintenance 
Automotive Mechanical and Electrical Repair and Maintenance.... 


(SSNGral AULOMOUNG FRODAN ss3c55css:sscssessvassssesstsssssesssnstestssesstsaaaisaseussussuscuseustTeeTeeeaeee -- 


Government”... 


Local GOVernMe nh.........:cecceeceeeeseeeseeeeeeeneeeneeeneeesseeseeeaessaeseeeseaesensteeseneeeeeess 





"Industry data from 2003 to 2008 are classified using the 2002 North American Industry Classification NOTE: Totals for major categories may include subcategories not shown separately. 
System (NAICS). Industry data after 2008 are classified using the 2007 NAICS. Dashes indicate no data reported or data that do not meet publication criteria. CFOI fatality 

* Includes fatalities at all establishments categorized as Mining (Sector 21) in the North American Industry counts exclude illness-related deaths unless precipitated by an injury event. Data for 2009 are 
Classification System, including establishments not governed by the Mine Safety and Health preliminary. 
Administration (MSHA) rules and reporting, such as those in Oil and Gas Extraction. SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in cooperation with State 


* Includes fatalities to workers employed by governmental organizations regardless of industry. and Federal agencies, Census of Fatal Occupational Injuries 


TABLE A-4. Fatal occupational injuries by primary and secondary source of injury for all fatalities and by major private industry ' sector, Missouri, 2009 









Goods producing Service providing 


Primary source Total 
y Bi Natural Trade, Profes- : 4 
and fatalities Total Total ' ¢ : Education | Leisure 
Baar nae (number) ads resources | Construc- | Manufac- service transpor- | Informa- | Financial | sional and and health and Other 
pecondary:2ouree g and tion turing tation, and tion activities | business services 


producing providing services | hospitality 


mining® utilities services 


Primary Source” 


Chemicals and chemical products 
Chemical products--general... 












De) 


Mining and drilling machiner 
Material handling machinery. 
Parts and materials 
Persons, plants, animals, and minerals.... ay 
Plants, trees, vegetation--not processed... 
Trees, logs hee 
Structures and surfaces.... 





=— 
AntIwWdWowWwWOFWWHODOWW WO 


Highway vehicle, motorized 
Automobile 





















Dump truck.. 
Pickup truck, 
Semitrailer, tractor trailer, 
trailer truck 

Truck, n.e.c..... 
Van--passenger or light delivery 
Offroad vehicle, nonindustrial.... 
All terrain vehicle (ATV) 
Plant and industrial powered vehicles, tractors... 


Tractor -- 
Other sources. D 
Ammunition... 4 

4 


Atmospheric and environmental conditions 
See footnotes at end of table. 


TABLE A-4. Fatal occupational injuries by primary and secondary source of injury for all fatalities and by major private industry ' sector, Missouri, 2009 - continued 


Goods producing 


helo Total Teds, Profes” | Egucation | Leisure 
resources | Construc- | Manufac- , transpor- | Informa- | Financial | sional and Other 
‘ : service : : oa : and health and : 
and tion turing ae tation, and tion activities | business : my a services 
segs SG providing pe . services | hospitality 
mining utilities services 













Service providing 


Primary source Total 
and fatalities Total 
secondary source” (number) goods 
producing 












Secondary Source” 





















COntaINe Sie ieee eee eee e caer vensennraenenaa 
Machinery 
Material handling machinery.. 
Parts and materials 
Persons, plants, animals, and minerals... 
Person--other than injured or ill worker.. 





Plants, trees, vegetation--not processed 
Trees, logs..... 
Structures and surfaces 
Floors, walkways, ground surfaces. 
Other structural elements.... 
Structures 
Scaffolds, staging... 

See footnotes at end of table. 











TABLE A-4. Fatal occupational injuries by primary and secondary source of injury for all fatalities and by major private industry ' sector, Missouri, 2009 - continued 


Service providing 


Primary source Total 
are fatalities Total Neue Total Tage; Prolee- Education | Leisure 
2 resources | Construc- | Manufac- transpor- | Informa- | Financial | sional and Other 
secondary source (number) goods 


: ; rvi ‘ en y nd health ni F 
: and tion turing in wee tation, and activities | business ie eal ooh services 
producing taining providing 


id : rvi hospitali 
utilities services ser lcee Cepia. 









Pickup truck: 
Semitrailer, tractor trailer, 

AUG: I: elt 0 (01, Cae Peer e etre tee eret erereteT eer penPPEEEPEEEPrEERETEPER EA = 

OthEr SOURCES 2c sieererct eco erece eee oec seers vorsenparers 4 oe 


"Industry data from 2003 to 2008 are classified using the 2002 North American Industry Classification source of injury or that contributed to the event or exposure. For vehicle collisions, the deceased's 
System (NAICS). Industry data after 2008 are classified using the 2007 NAICS. vehicle is the primary source and the other object (truck, road divider, etc.) is the secondary source. 


* Based on the BLS Occupational Injury and Illness Classification Manual. 

* Includes fatalities at all establishments categorized as Mining (Sector 21) in the North American 
Industry Classification System, including establishments not governed by the Mine Safety and 
Health Administration (MSHA) rules and reporting, such as those in Oil and Gas Extraction. 

* The primary source of injury identifies the object, substance, or exposure that directly produced or 
inflicted the injury. For most transportation incidents, the primary source identifies the vehicle in which the 
deceased was an occupant. For most falls, the primary source identifies the surface or object contacted. 

°The secondary source of injury, if any, identifies the object, substance, or person that generated the 


For most homicides, the "bullet" is the primary source and the "assailant" is the secondary source. 
For most falls, the secondary source identifies the equipment or surface from which the worker fell. 

NOTE: Totals for major categories may include subcategories not shown separately. Dashes 
indicate no data reported or data that do not meet publication criteria. n.e.c. means "not elsewhere 
classified." CFOI fatality counts exclude illness-related deaths unless precipitated by an injury event. 
Data for 2009 are preliminary. 

SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in cooperation with State and 
Federal agencies, Census of Fatal Occupational Injuries 


TABLE A-5. Fatal occupational injuries by occupation and event or exposure, Missouri, 2009 


Event or exposure” 






































Total fatalities F Exposure to 

Fre 

Occupation (number) Transportation | Assaults and ae ee harmful sub- 
incidents® violent acts* stances or 

Pquipment environments 


Management occupations 
Other management occupations.. 
Agricultural managers 
Farmers and ranchers 
Protective service occupations.... 
Law enforcement workers. 
Police officers... bh 
Police and sheriff's patrol officers... 
Food preparation and serving related occupations. 
Building and grounds cleaning and maintenance occupations. 
Sales and related occupations 
Supervisors, sales workers 
First-line supervisors/managers, sales workers.. 
First-line supervisors/managers of retail sales workers.... 
Office and administrative support occupationS............ eee 
Material recording, scheduling, dispatching, and distributing workers. 
Farming, fishing, and forestry occupations.... 
Agricultural workers 
Miscellaneous agricultural workers 
Construction and extraction occupations... 
Supervisors, construction and extraction WOrKEIS........::ccecceseeeeeeceeeeeseeeseeeeeeeeeeaeeeaeeeaeseaeeeneeaes 
First-line supervisors/managers of construction trades and 
extraction workers 
First-line supervisors/managers of construction trades and 
OXEFACTION:. WOK ONS ec gecc cece ceicieeeeceeucereeceeeettieeeanueoutbujaca decd sbcdtessicacesazes sce ssessceesseessedsceeaeesad 
Construction trades workers.. 
Carpenters 
Carpenters 
Construction laborers. 
Construction laborers. 
Installation, maintenance, and repair occupations “ 
Vehicle and mobile equipment mechanics, installers, and repai 
Automotive technicians and repairers.............0..00 
Automotive service technicians and mechanics... 
Other installation, maintenance, and repair occupations 
Heating, air conditioning, and refrigeration mechanics and installers 

Heating, air conditioning, and refrigeration mechanics and 
Installersiizecccesseattec:stea Gediaddeee sed cada ceeniad aca oececGucucccudacsandaccsctasedascdenceascessededdcecddeeddeccdedtaned 

See footnotes at end of table. 
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TABLE A-5. Fatal occupational injuries by occupation and event or exposure, Missouri, 2009 - Continued 


Event or exposure” 








Total fatalities ; Exposure to 
. 1 
Occupation (number) Transportation | Assaults and ae ba harmful sub- Fires and 
incidents® violent acts* s : sean stances or explosions 
quip environments 


Transportation and material Moving OCCUPATIONS. ........... eee ee teen teeter teeter tee te te tae tee teeteeeeetetee 
Motor vehicle operators... 
Driver/sales workers and truck drivers.. 
Truck drivers, heavy and tractor-trailer. a we on 223 
Watorial MOVING WOIKGIS 6 ccc Bd, bod cece ie pecnseteraaneeteeascnstesesiansansensanssnsasssnstueinennenusteeneseeGeEes 









' Based on the Standard Occupational Classification System. NOTE: Totals for major categories may include subcategories not shown separately. 

* Based on the BLS Occupational Injury and Illness Classification Manual. Dashes indicate no data reported or data that do not meet publication criteria. CFOI fatality counts 

* Includes highway, nonhighway, air, water, rail fatalities, and fatalities resulting from exclude illness-related deaths unless precipitated by an injury event. Data for 2009 are preliminary. 
being struck by a vehicle. 

* Includes violence by persons, self-inflicted injury, and attacks by animals. SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in cooperation with State and 

° Military specific occupations include fatalities to persons identified as resident armed forces Federal agencies, Census of Fatal Occupational Injuries 


regardless of individual occupation listed. 


TABLE A-6. Fatal occupational injuries resulting from transportation incidents and homicides by occupation, Missouri, 2009 





Transportation incidents Homicides 
Total fatalities 
(number) Highway | Non-highway 
incidents incidents 


Occupation’ Pedestrian All other 
struck by transporta- 


vehicle tion incidents 


Homicides by 
shooting 


Management occupations 
Other management occupations... 
Agricultural managers 
Farmers and ranchers.. 
Protective service occupations 
Law enforcement workers. 
Police officers. 
Police and sheriff's patrol officers 
Food preparation and serving related occupations...... 
Building and grounds cleaning and maintenance occupations.... 
Sales and related occupations 
Supervisors, sales workers ee 
First-line supervisors/managers, sales workers.... 
First-line supervisors/managers of retail sales workers 
Office and administrative support occupations 
Material recording, scheduling, dispatching, and distributing 
workers. 
Farming, fishing, and forestry occupations.. 
Agricultural workers........0..0c ee 
Miscellaneous agricultural workers... 
Construction and extraction occupations 
Supervisors, construction and extraction workers os 
First-line supervisors/managers of construction trades 
and extraction’ WOrkerSs...iiies.ueesiers cere a eis tau naseeeseeeeecezeeereeeceeesececl 
First-line supervisors/managers of construction 
trades and extraction workers. 
Construction trades workers... 
Carpenters 
Carpenters 
Construction laborers.. 
Construction laborers. 
Installation, maintenance, and repair occupations... 
Vehicle and mobile equipment mechanics, installers, and repairers 
Automotive technicians and repairers 
Automotive service technicians and mechanics. 
Other installation, maintenance, and repair occupations 
Heating, air conditioning, and refrigeration mechanics 
ANGAINS tell OPS vegeta ete eee cece errata fee cecenucen oben aennveesutesstceitan 
See footnotes at end of table. 
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All other 
homicides 
















































TABLE A-6. Fatal occupational injuries resulting from transportation incidents and homicides by occupation, Missouri, 2009 - continued 










Homicides 





Transportation incidents 


Occupation’ Tete ales Pedestri All oth 
P (number) Highway | Non-highway| ° S°esi"'an ae Homicides by} _Alll other 
struck by transporta- : ek 
incidents incidents j ated shooting homicides 
vehicle tion incidents 











Heating, air conditioning, and refrigeration 
Mechanics and installers...........ecccecceecesseeeseeseeeeeeeeeeeaeeeeeeeeeseeeeeeeeeeeseeeeenees - 
Transportation and material moving occupations. an 
Motor vehicle operators............c eee = 
Driver/sales workers and truck drivers.. 
Truck drivers, heavy and tractor-trailer. 
Material moving workers 








no data reported or data that do not meet publication criteria. CFOI fatality counts exclude illness-related 


: Based on the Standard Occupational Classification System. 
* Military specific occupations include fatalities to persons identified as resident armed forces deaths unless precipitated by an injury event. Data for 2009 are preliminary. 
SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in cooperation with State and 


regardless of individual occupation listed. 
NOTE: Totals for major categories may include subcategories not shown separately. Dashes indicate Federal agencies, Census of Fatal Occupational Injuries 


Table A-7. Fatal occupational injuries by worker characteristics and event or exposure, Missouri, 2009 
























Event or exposure’ 


Exposure to 
Contact with harmful sub- 
objects and stances or 
equipment environ- 
ments 


Total fatalities 
(number) Transportation | Assaults and 


incidents” violent acts® 


Worker characteristics 


Employee Status 


Wage and Salary WorkerS*............:ccccccsssceesseeeesseeeeed 
Self-employed’... cet ccesetscpseccaveedeceveecneesacsdecetenetecdeaced 


LIFE Or 16 YOON bcc ricrccsmrennesuneaiesaaremnpmbiNvegs 
VEO 12 YORIS occ ici aceon dg tig sak wewaive ss dan nesauwovaianveeate 
18 to 19 years... 
20 to 24 years... 
25 to 34 years... : 
35:10:44 Yoana sii has hae aceasta cee apes eae 
AD 10; D4 VOANS. 2. dre ceniyacteewaneiinya dies wcpeuies actin sepeeeed ons te 
55 to 64 years... 
65 years and over. 


Race or Ethnic Origin” 


White, non-Hispanic 
Black, non-Hispanic. : 
ISDS OF LAW cise oi airnn enn ck wneans wv eagen bua htva ro eee norte 
American Indian or Alaska Native............:.:csseeeeeeeeeee need 


Fires and 
explosions 


' Based on the BLS Occupational Injury and Illness Classification categories shown exclude data for Hispanics and Latinos. 
Manual. 
* Includes highway, nonhighway, air, water, rail fatalities, and fatalities NOTE: Totals for major categories may include subcategories not 
resulting from being struck by a vehicle. shown separately. Dashes indicate no data reported or data that do not 
* Includes violence by persons, self-inflicted injury, and attacks by animals. meet publication criteria. CFOI fatality counts exclude illness-related deaths 
* May include volunteers and workers receiving other types of compensation. unless precipitated by an injury event. Data for 2009 are preliminary. 
° Includes self-employed workers, owners of unincorporated businesses 
and farms, paid and unpaid family workers, and may include some owners of SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in 
incorporated businesses or members of partnerships. cooperation with State and Federal agencies, Census of Fatal Occupational 


° Persons identified as Hispanic or Latino may be of any race. The race Injuries 


TABLE A-9. Fatal occupational injuries by event or exposure for all fatalities and major private industry ' sector, Missouri, 2009 


Goods producing Service providing 


Total Natural Trade, Profes- 


Event or exposure* fatalities Total Total Education | Leisure 


resources | Construc- | Manufac- ; transpor- | Informa- | Financial | sional and Other 
(number) goods and turing service 


mining? 


q : ase 4 nd health ni : 
tation, and tion activities | business and healt and services 


producing providing utilities eawices services | hospitality 


Contact with objects and equipment................ eee 
Struck by object or equipment. 
Struck by falling object or equipment... 
Struck by rolling, sliding objects or 
equipment on floor or ground level 
Caught in or compressed by equipment or objects. 
Caught in running equipment or machinery............. 
Caught in or compressed by equipment or 
OD JOCTS I iC ak ee nh eae 











—-—f) 


AovowwwuwnorFf 


Fall to lower level... a 
Fall from floor, dock, or grou 
Fall from ladder 
Fall from scaffold, staging 
Fall on same level 
Exposure to harmful substances or environments 
Contact with electric current 
Exposure to caustic, noxious, or allergenic 
substances 
Ingestion of substance 

Transportation accidents... 

Highway accident 
Collision between vehicles, mobile equipment 
Moving in same direction 
Moving in intersection 
Vehicle struck object on side of road.... 
Noncollision accident 
Jack-knifed or overturned--no collision.. 
Nonhighway accident, except rail, air, water.... 
Vehicle, mobile equipment struck stationary 











= 






































Noncollision accident.. 
QVOMUIMO GS: 2:2.c2e2sscczcccnssededestscessceszesascttiesscengeees tet ” 
Pedestrian, nonpassenger struck by vehicle, 
Mobile equipments: :3::éc:ssssicsissgssigsgesecesccsecceseeeveanseeseeesertvieds _ 
Pedestrian struck by vehicle, mobile 
equipment in roAdWAY..........:eeceeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeneeees - 






See footnotes at end of table. 


TABLE A-9. Fatal occupational injuries by event or exposure for all fatalities and major private industry ' sector, Missouri, 2009 - continued 


Goods producing Service providing 


Total Natural Trade, Profes- 


Event or exposure* fatalities Total Total Education | Leisure 


resources | Construc- | Manufac- i transpor- | Informa- | Financial | sional and Other 
(number) goods and turing service 


mining? 


‘ F er : and health and ; 
tation, and tion activities | business . ne services 
oss : services | hospitality 
utilities services 


producing providing 
Pedestrian struck by vehicle, mobile 
equipment in parking lot or non-roadway area. 
Assaults and violent acts 
Assaults and violent acts by person(s) 
Shooting 
Self-inflicted injury. 
Suicide, attempted suicide... 





"Industry data from 2003 to 2008 are classified using the 2002 North American Industry Classification NOTE: Totals for major categories may include subcategories not shown separately. Dashes 
System (NAICS). Industry data after 2008 are classified using the 2007 NAICS. indicate no data reported or data that do not meet publication criteria. n.e.c. means "not elsewhere 
* Based on the BLS Occupational Injury and Illness Classification Manual. classified." CFOI fatality counts exclude illness-related deaths unless precipitated by an injury event. 
* Includes fatalities at all establishments categorized as Mining (Sector 21) in the North American Data for 2009 are preliminary. 
Industry Classification System, including establishments not governed by the Mine Safety SOURCE: U.S. Department of Labor, Bureau of Labor Statistics, in cooperation with State and 


and Health Administration (MSHA) rules and reporting, such as those in Oil and Gas Extraction. Federal agencies, Census of Fatal Occupational Injuries 


Appendix: Glossary 


All other occupational illnesses. 


Illnesses other than skin diseases or disorders, respiratory conditions, or poisoning. Examples include anthrax, 
brucellosis, infectious hepatitis, malignant and benign tumors, food poisoning, histoplasmosis, coccidioidomycosis. 


Bench marking. 


The process of adjusting a set of estimates based on a reference or standard for one or more of the estimates. In 
the annual survey, it is used to increase the precision of the estimates (due to the use of a ratio estimator) and to 
impute for births (i.e., adjust for new companies). The reference used is the annual average employment. 


Days away from work or days of restricted work activity. 


Count the number of calendar days the employee was on restricted work activity or was away from work as a 
result of the recordable injury or illness. Do not count the day on which the injury or illness occurred. Begin 
counting days from the day after the incident occurred. If a single injury or illness involved both days away from 
work and days of restricted work activity, enter the total number of days for each. Stop counting days away from 
work or days of restricted work activity once the total of either or the combination of both reaches 180 days. 


Days of job transfer or restricted work activity. 
The number of workdays on which, because of injury or illness: 
1. the employee was assigned to another job on a temporary basis; 
2. the employee worked at a permanent job less than full-time; or 


3. the employee worked at a permanently assigned job but could not perform all duties normally connected 
with it. 


Establishment. 


The physical location of a certain economic activity—for example, a factory, mine, store, or office. A single 
establishment generally produces a single good or provides a single service. An enterprise (a private firm, 
government, or nonprofit organization) can consist of a single establishment or multiple establishments. All 
establishments in an enterprise may be classified in one industry (e.g., a chain), or they may be classified in 
different industries (e.g., a conglomerate). 


Event or exposure. 


Signifies the manner in which an occupational injury or illness was produced or inflicted—for example, 
overexertion while lifting, or a fall from a ladder. 


Fatality rate. 


Represents the number of fatal injuries per 100,000 workers, calculated as follows: (N/W) X 100,000, where N = 
number of fatal injuries, W = number of workers employed, and 100,000 = base to express the fatality rate per 
100,000 workers. 


First-aid treatment. 


One time treatment and subsequent observation of minor scratches, cuts, burns, splinters, etc., which do not 
ordinarily require medical care. 


Goods-producing industries (North American Industry Classification System). 
Includes manufacturing, construction, and natural resources and mining. 
Hispanic or Latino ethnicity. 


Refers to persons who identified themselves in the enumeration process as being Spanish, Hispanic, or Latino. 
Persons of Hispanic or Latino ethnicity may be of any race. 


Hours worked. 


The total hours worked by all employees during the report period. Includes all time on duty, but does not include 
vacation, holidays, sick leave and all other non-work time even though paid. 


Incidence rate. 


Represents the number of injuries and/or illnesses per 100 full-time workers. The rate is calculated as: (N/EH) X 
200,000, where: N = number of occupational injuries and/or illnesses, EH = total hours worked by all employees 
during the calendar year, and 200,000 = base for 100 full-time equivalent workers (working 40 hours per week, 50 
weeks per year). 


Industry. 
A group of establishments that produce similar products or provide similar services. For example, all 
establishments that manufacture automobiles are in the same industry. A given industry, or even a particular 
establishment in that industry, might have employees in dozens of occupations. The North American Industry 


Classification System (NAICS) groups similar establishments into industries. NAICS is replacing the former 
Standard Industrial Classification (SIC) system. 


Log of Work-Related Injuries and Illnesses. 


The Log of Work-Related Injuries and Illnesses is used to classify work-related injuries and illnesses and to note 
the extent and severity of each case. The Log is used to record specific details about what happened and how it 
happened. 


Lost-worktime cases. 
Cases involving days away from work, or days of restricted work activity, or both. 
Lost-worktime cases involving days away from work. 


Cases resulting in days away from work, or a combination of days away from work and days of restricted work 
activity. 


Lost-worktime cases involving restricted work activity. 
Cases resulting in restricted work activity only. 
Median days away from work. 


The measure used to summarize the varying lengths of absences from work among the cases with days away 
from work. The median is the point at which half of the cases involved more days away from work and half 
involved less days away from work. 


Medical treatment. 


Treatment administered by a physician or licensed health care professional. Medical treatment does not include 
first aid treatment even if provided by a physician or licensed health care professional. Medical treatment includes 
managing and caring for a patient for the purpose of combating disease or disorder. 


Nature of injury or illness. 


Names the principal physical characteristics of a disabling condition, such as sprain/strain, cut/laceration, or carpal 
tunnel syndrome. 


North American Industry Classification System (NAICS). 


The successor to the Standard Industrial Classification (SIC) system; this system of classifying business 
establishments is being adopted by the United States, Canada, and Mexico. NAICS groups establishments into 
industries based on the activity in which they are primarily engaged. Establishments using similar raw material 
inputs, similar capital equipment, and similar labor are classified in the same industry. Establishments that do 
similar things in similar ways are classified together. NAICS uses a six digit hierarchical coding system to classify 
all economic activity into twenty industry sectors. Five sectors are mainly goods-producing sectors and fifteen are 
entirely services-producing sectors. This six digit hierarchical structure allows greater coding flexibility than the 
four digit structure of the SIC. 


Occupation. 


A set of activities or tasks that employees are paid to perform. Employees that perform essentially the same tasks 
are in the same occupation, whether or not they work in the same industry. Some occupations are concentrated 
in a few particular industries; other occupations are found in many industries. 


Occupational groups. 
A group of related occupations; examples: sales occupations and service occupations. 
Occupational illness. 


Any abnormal condition or disorder, other than one resulting from an occupational injury, caused by exposure to 
factors associated with employment. It includes acute and chronic illnesses or diseases which may be caused by 
inhalation, absorption, ingestion, or direct contact. The following categories are used by employers to classify 
recordable occupational illnesses. The examples given are not to be considered the complete listing of the types of 
illnesses and disorders that are counted under each category as shown on the survey form. 


Examples: contact dermatitis, eczema, or rash caused by primary irritants and sensitizers or poisonous plants; oil 
acne; friction blisters; chrome ulcers; or inflammation of the skin. 


Examples: silicosis, asbestosis, pneumonitis; pharyngitis; rhinitis or acute congestion; farmer’s lung, beryllium 
disease, tuberculosis, occupational asthma, reactive airways dysfunction syndrome (RADS), chronic obstructive 
pulmonary disease (COPD), hypersensitivity pneumonitis, toxic inhalation injury, such as metal fume fever, chronic 
obstructive bronchitis, and other pneumoconioses. 


Examples: poisoning by lead, mercury, cadmium, arsenic, or other metals; poisoning by carbon monoxide, 
hydrogen sulfide or other gases; poisoning by benzene, benzol, carbon tetrachloride, or other organic solvents; 
poisoning by insecticide sprays such as parathion or lead arsenate; poisoning by other chemicals such as 
formaldehyde. 


Examples: heatstroke, sunstroke, heat exhaustion, heat stress and other effects of environmental heat; freezing, 
frostbite, and other effects of exposure to low temperatures; decompression sickness; effects of ionizing radiation 
(isotopes, x-rays, radium); effects of nonionizing radiation (welding flash, ultra-violet rays, lasers); anthrax; 
bloodborne pathogenic diseases, such as AIDS, HIV, hepatitis B or hepatitis C; brucellosis; infectious hepatitis; 
malignant or benign tumors; histoplasmosis; coccidioidomycosis. 
1. Skin diseases or disorders.Skin disease or disorders are illnesses involving the worker's skin that are 
caused by work exposure to chemicals, plants, or other substances. 
2. Respiratory conditions.Respiratory conditions are illnesses associated with breathing hazardous 
biological agents, chemicals, dust, gases, vapors, or fumes at work. 
3. Poisoning. Poisoning includes disorders evidenced by abnormal concentrations of toxic substances in 
blood, other tissues, other bodily fluids, or the breath that are caused by the ingestion or absorption of 
toxic substances into the body. 


4. All other illnesses. All other occupational illnesses. 


Occupational injury. 
Any injury such as a cut, fracture, sprain, amputation, etc., which results from a work-related event or from a 
single instantaneous exposure in the work environment. 

Occupational Injury and Illness Classification System (OIICS). 
The BLS developed the OIICS to provide a set of procedures for selecting and recording facts related to an 
occupational injury or illness. BLS developed the coding scheme for use in the Census of Fatal Occupational 
Injuries and the Survey of Occupational Injuries and Illnesses. The five characteristics included in OIICS are: 
nature of injury or illness which describes the physical characteristics of the injury or illness; part of body which 
identifies the part of the body directly affected by the nature; source which identifies the object or substance that 
directly inflicted the injury or illness; event or exposure which describes the manner in which the injury or illness 
was inflicted by the source; and secondary source which identifies the other object or substance that contributed 
to the event or exposure. 


Part of body affected. 
Directly linked to the nature of injury or illness cited, such as back, finger, or eye. 
Privacy concern Cases. 
The following types of injuries or illnesses are privacy concern cases: 
1. an injury or illness to an intimate body part or to the reproductive system; 


2. an injury or illness resulting from a sexual assault; 
3. a mental illness; 
4. a case of HIV infection, hepatitis, or tuberculosis; 


5. a needlestick injury or cut from a sharp object that is contaminated with blood or other potentially 
infectious material; and 


6. other illnesses, if the employee independently and voluntarily requests that his or her name not be entered 
on the log. 


Recordable injuries and illnesses. 


Recordable cases include work-related injuries and illnesses that result in one or more of the following: death, loss 
of consciousness, days away from work, restricted work activity or job transfer, medical treatment (beyond first 
aid), significant work-related injuries or illnesses that are diagnosed by a physician or other licensed health care 
professional (these include any work-related case involving cancer, chronic irreversible disease, a fracture or 
cracked bone, or a punctured eardrum); additional criteria include any needle-stick injury or cut from a sharp 
object that is contaminated with another person's blood or other potentially infectious material, any case requiring 
an employee to be medically removed under the requirements of an OSHA health standard, tuberculosis infection 
as evidenced by a positive skin test or diagnosis by a physician or other licensed health care professional after 
exposure to a known case of tuberculosis. 


Respiratory condition due to toxic agents. 


Examples: Pneumonitis, pharyngitis, rhinitis or acute congestion due to chemicals, dusts, gases, or fumes; 
farmer's lung. 


Restricted work activity. 


Restricted work activity occurs when, as the result of a work-related injury or illness, an employer or health care 
professional keeps, or recommends keeping, an employee from doing the routine functions of his or her job or 
from working the full workday that the employee would have been scheduled to work before the injury or illness 
occurred. 


Sample. 

A subset of a universe; usually selected randomly and considered representative of the universe. 
Sample frame. 

A listing of all units in the universe from which a sample can be drawn. 
Sampling cell (strata). 

The parts into which the sampling frame is partitioned, for the purpose of stratified sampling. 
Service-providing industries (North American Industry Classification System). 


Includes trade, transportation, and utilities; information; financial activities; professional and business services; 
education and health services; leisure and hospitality; other services. 


Source of injury or illness. 
The object, substance, exposure, or bodily motion that directly produced or inflicted the disabling condition cited. 


Examples include lifting a heavy box; exposure to a toxic substance, fire or flame; and bodily motion of an injured 
or ill worker. 


Standard Industrial Classification (SIC) system. 


The SIC system has been used throughout the Federal Government to group establishments into industries. The 
SIC system is being gradually replaced by the North American Industry Classification System (NAICS). 


Standard Occupational Classification (SOC) system. 


This system is used by Federal statistical agencies to classify workers into occupational categories for the purpose 
of collecting, calculating, or disseminating data. All workers are classified into one of over 820 occupations 
according to their occupational definition. To facilitate classification, occupations are combined to form 23 major 
groups, 96 minor groups, and 449 broad occupations. Each broad occupation includes detailed occupation(s) 
requiring similar job duties, skills, education, or experience. 


Summary. 
The summary form shows the work-related injury and illness totals for the year in each category. 
Symptoms, signs, and ill-defined conditions. 


This division classifies symptoms, signs, or abnormal results from laboratory or investigative medical tests or 
procedures. It includes those ill-defined conditions that cannot be classified elsewhere. 


Systemic diseases and disorders. 
This division classifies toxic and non-toxic disorders affecting systems of the body. 
Temporary help agency. 
Establishment primarily engaged in supplying workers to client businesses for limited periods of time to 


supplement the work force of the client; the individuals provided are employees of the temporary help service 
establishment, but these establishments do not provide direct supervision of their employees. 


Traumatic injuries and disorders. 


This division classifies traumatic injuries and disorders, effects of external agents, and poisoning. Generally, a 
traumatic injury or disorder is the result of a single incident, event, or exposure. 


Universe. 
The total number of units (for example, individuals, households, or businesses) in the population of interest. 
Unpaid family workers. 


Persons who work without pay for 15 or more hours per week on a farm or in a business operated by a member 
of the household to whom they are related by birth or marriage. 


Wage and salary workers. 


Workers who receive wages, salaries, commissions, tips, payment in kind, or piece rates. The group includes 
employees in both the private and public sectors. 


Work environment. 


The physical location, equipment, materials processed or used, and the kinds of operations performed by an 
employee in the performance of his or her work. The work environment includes the establishment and other 
locations where one or more employees are working or are present as a condition of their employment. 


Work-related injury or illness. 


An injury or illness is considered work-related if an event or exposure in the work environment caused or 
contributed to the condition or significantly aggravated a preexisting condition. Work-relatedness is presumed for 
injuries and illnesses resulting from events or exposures occurring in the workplace, unless an exception 
specifically applies. 


Work relationship. 


An employee must have had a verifiable work relationship with his or her employer to be included in the Census of 
Fatal Occupational Injuries. A work relationship exists if an event or exposure results in fatal injury or illness to a 
person under the following conditions: 1) ON the employer's premises and the person was there to work; or 2) 
OFF the employer’s premises and the person was there to work, or the event or exposure was related to the 
person's work status as an employee. The employer’s premises include buildings, grounds, parking lots, and other 
facilities and property used in the conduct of business. Work is defined as legal duties, activities, or tasks that 
produce a product as a result and that are done in exchange for money, goods, services, profit, or benefit. 


